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California Agriculture Dept., regulations to 
license and register pest control advisers 
proposed 79 

Cattle feedlot operations report, comprehen- 
sive guidelines for control and abatement 
of pollution, EPA 25; process to solve 
pollution problems announced, Turk 136; 
Minnesota Pollution Control Agency to 
begin series of procedures to identify and 
register potential polluters 165 

Chemical data register establishment recom- 
mended for improved technology, Urquidi 
182 

Damages for land deterioration caused by 
stream pollution awarded to S.C. farmer, 
landmark case 95 

Desalination of agricultural waste water in 
San Joaquin Valley, OSW/Calif. test pro- 
gram 199 

Fertilizer industry, final report on industrial 
wastes to be issued by EPA this summer, 
Fairall 12 


Pesticides, see PESTICIDES 

Research objectives defined by EPA/USDA 
committee 109 

Sugar company in Hawaii experimenting 
with irrigation method 201 

Wastes, recycling, recommendations by UN 
Conference 181 
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AIR POLLUTION (In General) 


Acoustic echo sounder to absorb and fore- 
cast air pollution conditions, NOAA re 
search 205 

Alloys and Chemicals “Corp. of Cleveland, 
clean up or shut down order appealed 198 

Cloud formation, precipitation requires air 
pollution or other atmospheric particu- 
lates, Sartor 21 

Consolidated Edison Co., failure to install 
smoke monitoring devices, N.Y. City 
charges 112 

Controls compound fuel crisis by encourag- 
ing use of scarcest fuels, Bagge 197 

Exposure standards, rationale for setting, 
NAS-NRC report 132 

Furniture factory sued by Austin, Tex. resi- 
dents for pollution and noise 183 

Grants, see FINANCING, FEDERAL 

Hydrocarbon standards for three states pro- 
posed by EPA, text 184, 209 

Kennecott Copper Co., Nev., multimillion 
dollar control program announced 201 

Kutztown Foundry and Machine Corp., Pa. 
Environmental Hearing Board requires in- 
stallation of air pollution control equip- 
ment 163 

Landover Mall, Md., hearings on air pollu- 
tion violations set 95 

Lead concentration, no scientific support for 
EPA proposal, Gammelgard 134 

Least-cost control strategy investigation re- 
commended by EPA 130 

Mercury traces unvaporized in coal fly ash, 
collectible by pollution control equipment, 
Mines Bureau report 200 

Monitoring system for Pennsylvania to be 
developed by General Electric Co.’s Re- 
entry and Environmental Systems Div. 104 

New York Environmental Dept. hearings on 
regulations 51 

Nitrogen, see NITROGEN 

Oil fired residental heating unit emissions, 
reduction study 108 

Open burning 

—Halted in Dearborn, Mich. (Mich CirCt) 
127 

—Suit, Walton County to refrain (Ga SupCt) 
126 

Smelter’s emissions of heavy metals into 
atmosphere enjoined 65 

St. Regis Paper Co., Fla., multimillion dollar 
control program announced 200 


AIR QUALITY AND STANDARDS 


Long Island, comprehensive survey of air 
quality issued, results 105 

Regulations approving state implementation 
plans meeting national ambient air quality 
standards adopted, EPA text 123, 139 

Revision of nitrogen dioxide and sulfur dio- 
xide standards, various other substances, 
considered by EPA 43 

Sierra Club suit against Ruckelshaus, EPA 
regulations allegedly permit significant de- 
terioration of air quality 93 

State implementation plans 

— Allowing degradation of existing air qua- 
lity, EPA approval enjoined (DC DC) 123 

Ambient air quality standards, regulations 
proposed by EPA 183 

Virginia Air Pollution Control Board to con- 
duct hearings on proposed air quality regu- 
lations 21 


AIR TRANSPORT 


FAA long-range program for developing bal 
anced airport/airways system _ released, 
noise, land use, exhaust emissions con- 

siderations 23 

Landowners allowed to 
nuisance (Calif SupCt) 37 

Noise, see NOISE 


sue airport for 
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ALABAMA 


Water Improvement Comm., administrative 
procedures regulations approved 200 


ALASKA 
Trans-Alaska Pipeline, see OIL AND GAS 


AMERICAN SAMOA 


Environmental legislation signed by Gover- 
nor 51 


APPOINTMENTS, PERSONNEL CHANGES 


Atomic Energy Commission 

—O’Leary named director of licensing 202 

—Wilson named program analysis director 
202 

Coal Research Office 

—Hill named director 205 

Environmental Protection Agency 

—Court named deputy assistant administra- 
tor for planning and evaluation 114 

—Swift appointed director of women’s pro- 
gram division of office of civil rights and 
urban affairs 114 

Great Lakes Water Quality Board 

—Mayo named co-chairman 167 

—Prince named co-chairman 167 

Water Quality legislation, house conferees 
appointed, list 6 


APPROPRIATIONS 
See BUDGET, U.S. 


ARIZONA 


Health Board hearings on proposed air pollu- 
tion rules scheduled 78 


ATOMIC ENERGY 


AEC 

—See also APPOINTMENTS, PERSONNEL 
CHANGES 

—Construction hearings 51 

—Hearings scheduled, list 135, 164 

—Interim licensing authorization, enaction of 
legislation urged, Morton 24 

— Regulations amended to eliminate unneces- 
sary conditions for licensing nuclear power 
plants 77 

Californium-252 demonstration center to be 
established 202 

Legislation, see LEGISLATION, FEDERAL, 
HR 14655, S 3543 

Licensing 

—See also subhead: Nuclear power plants 

— AEC regulations amended to eliminate un- 
necessary conditions for licensing 77 

—Interim authorization for AEC, enaction of 
legislation urged, Morton 24 

Liquid metal fast breeder reactor program 

eon of development estimated, Schlesinger 

—Partial solution to _ energy 
encouragement urged, Benedict 81 

Nevada to assume part of AEC’s regulatory 
authority over use of radioactive materials 
135 

Nuclear power plants 

—Cost-benefit information guide published 
by AEC 76 

—Diablo Canyon Nuclear Power Plant con- 
struction activities to continue, AEC ruling 
202 

—Emergency Core Cooling System interim 
safety criteria hearings, AEC, responsibility 
for limitations of electric power output by 
nuclear reactors 128 

—Fort Calhoun Station, Omaha Public 
Power District, AEC considering issuance 
of license 77 


crisis, 


—Indian Point plant, Consolidated Edison 
Co. fined for alleged fish kills by N.Y. 
Attorney general 126 

—Joseph M. Farley Nuclear Plant, Ala., 
hearings scheduled 202 

—Pilgrim Nuclear Power Station, Mass., par- 
tial power operation license issued 202 

—Point Beach Nuclear Plant, Manitowoc, 
Wis., Unit Tow, low power testing license 
issued 164 

—Quad-cities nuclear power plant, utilities 
granted temporary exemption from ther- 
mal standards by Illinois Pollution Control 
Board 20; amended licenses issued by AEC 
II 

—Safety guides for water cooled plants, AEC 
164 

—Surry Power Station, Virginia Electric 
Power Co., full power operation license 
issued by AEC 135 

—Trojan nuclear power plant, Ore., environ- 
mentalists to cease court action halting 
construction, state Environmental Council 
agreement with Portland General Electric 
Co. 65 

Nuclear weapons tests, opposition by UN 
Conference on the Human Environment 
181 

Radioactive waste, see RADIATION 

Standardized design for nuclear power in- 
stallations encouraged by AEC, licensing 
regulations amendments, proposed waste 
disposal considered 50 

Uranium, see METALS 


BILLBOARDS 
See HIGHWAYS 


BUDGET, U.S. 


FY 1973 

—EPA officials defend request, breakdown 
42 

—House Appropriations Committee recom- 
mendation for specific agencies 192 

—Smithsonian Institution requests funds for 
ecology exhibit 206 


BUILDING AND CONSTRUCTION 


Demolition of historic buildings in Boston, 
city Redevelopment Authority, restraining 
order issued (DC Mass) 64 

Discharge of refuse into West Lido Channel, 
Newport Bay, California development cor- 
poration restrained (DC Calif) 38 

Forest Glen housing project, HUD barred 
from taking further action (DC Mass) 64 

Fund to assist housing in developing coun- 
tries recommended by UN Conference on 
the Human Environment 180 

Illegal dredging and filling in connection 
with housing development, criminal charge 
filed 95 

Kirkwood Meadows ski resort, restraining 
order issued (DC Calif) 94 

Nashville contractor indicted for violation of 
state air pollution control laws, open burn- 
ing 127 

Pilot plant projects in housing and urban 
development, 1975 demonstration in 
Canada 180 

Public housing, scattered site, Chicago inter- 
est groups file suit to enjoin pending en- 
vironmental impact statement 65 

Steam-electric plant construction announced 
by Montana Power Co., O’Connor 105 

Universal Atlas Cement Div. operations, U.S. 
Steel Corp., to install contaminant control 
system, dust abatement 6 
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CALIFORNIA 


Agriculture Dept., regulations to license and 
register pest control advisers proposed 79 

Airport nuisance, landowners allowed to sue 
(Calif SupCt) 37 

Ballot to include 23 antipollution measures 
20 

Chrysler, VW vehicles, sales to be prohibited 
pending emission tests results, Haagen-Smit 
136 

Citizens’ initiative on DDT, other environ- 
mental issues defeated in election 167 

GM announces development of computerized 
system to meet state requirements for 
1973 emissions standards 15 

Herbicide dicamba, emergency regulations to 
tighten control adopted by state Agri- 
cultural Dept. 136 

Highway funding ruling, review requested 
(US SupCt) 38 

Land use control permit system approved by 
San Francisco Bay Area Pollution Control 
District Board 199 

Lead arsenate, regulation to cancel use pro- 
posed by Calif. Dept. of Agriculture 25 

Nitrogen oxide emissions from electric 
power generating facilities, regulation 
adopted by Bay Area Air Pollution Con- 
trol District Board of Directors 21 

Oil spill fine for pollution of Los Angeles 
Harbor paid 19 

Property owners’ suit claiming pollution of 
Clean Lake, state named defendant 183 

Research on desalination of agricultural 
waste waters in San Joaquin Valley, state 
participation with OSW 199 

Water Quality Control Board, Mount Shasta 
ordered to improve water treatment facili- 
ties 109 

Water Resources Control Board, decision es- 
tablishing minimum flow requirements for 
the American River, reconsideration peti- 
tions denied 197 


CHEMICALS AND CHEMICAL INDUSTRY 


Allied Chemical Corp., 30-day notice issued 
by EPA 129 

Chemical Leaman Tank Lines, Inc., fined for 
ammonium nitrate spillage into French 
Creek, fish kills 152 

Chemiste Corp.’s smoke insecticide, EPA 
cancellation vacated (CA 7) 152 

Cost of pollution control programs estimated 
by Continental Oil Co.’s Chemicals Div. 15 

Dow Chemical Co., dams promoted by com- 
pany ruled unconstitutional (Mich County 
CirCt) 183 

Fertilizer, see AGRICULTURE 

New Jersey companies charged with pollu- 
ting Hackensack River, State Environ- 
mental Protection Dept. 127 

Paint industry, toxicity of industrial metal 
compounds research to be sponsored by 
National Paint and Coatings Assn. 105 

Pennsylvania Industrial Chemical Corp. con- 
viction for discharging wastes into Monon- 
gahela River reversed (CA 3) 151 

Polychlorinated biphenyls (PCBs), EPA re- 
stricts water discharge of industrial 
effluents 63 

Synthetics, production reduction study re- 
commended by UN Conference on the 
Human Environment 187 

Smoke suppression technique for horizonal 
flares, rights offered by Eastman Kodak 
Co.’s Texas Eastman Div., Longview 14 

Toxic Substances Act, see LEGISLATION, 
FEDERAL, HR 5276, S 1478 

Union Carbide Corp., stream pollution fine, 
no contest (DC a) 39 . 

Water quality report, effect of chemicals on 
aquatic organisms, EPA report 70 


COAL 


Acetylene production from coal, engineering 
evaluation of process, OCR 112 

Acid mine drainage cases, Pennsylvania en- 
vironmental groups request permission to 
intervene (Pa SupCt) 38 

Mercury traces unvaporized in coal fly ash, 
Mine Bureau report 200 

Policy establishment recommended by House 
Appropriations Committee 191 

Problems confronting industry outlined by 
Bagge, fourth symposium on coal mine 
drainage research at Mellon Institute 26 

Refinery complex combining liquid and gas 
processes, OCR report 138 

Refuse banks, regulating authority of Pa. 
Environmental Resources Dept. limited 
state Attorney general 138 : 

Reliance on coal as primary energy source 
needed, Price 206 

Strip mining 

—Compliance with new industry regulation 
under W. Va.’s 1971 strip mining law, 
injunction issued against State Reclamation 
Comm. (WVa CirCt) 183 

—Highest coal production despite environ- 
mental impact, Mines Bureau report 111 

—Pennsylvania Environmental Resources 
Dept. denies permit 19 

—Reclamation efforts of coal industry tallied 
by NCA 199 

—Waste dam failure in W. Va. due to poor 
construction, operation, ACE report 133 


COLORADO 


Air pollution control regulations to be pro- 
posed by State Control Commission 26 


CONFERENCES AND MEETINGS 


Acoustical Society of America, voluntary 
noise standards urged by Standards Bureau 
officials 23 

American Bar Assn’s Public Contract Law 
Section meeting, environmental rules cause 
dilemma for federal contractors, Mitchell 
108 

American Institute of Chemical Engineers, 
conference on _ solid waste disposal, 
pyrolysis, fluidized bed reactors, other dis- 
posal methods 97 

American Physical Society, air pollution 
necessary to cloud formation, NRL activi- 
ties report, magnetohydrodynamics 21 

American Power Conference, interim licenses 
for nuclear power plants, federal authoriz- 
ing legislation urged 24 

American Society of Mechanical Engineers’ 
Incinerator Div., research, St. Louis experi- 
ment, solid waste cubettes, waste metal 
recycling, other topics 156 

American Water Works Assn., renovated 
waste water, water deficit, desalting tech- 
nology, other topics 153 

Coal mine drainage research, fourth sym- 
posium at Mellon Institute, coal industry 
problems discussed, Bagge 26 

Council for the Advancement of Science 
Writing symposium, nuclear plant projects, 
unleaded fuel, motor vehicle standards, 
other topics 128 

Edison Electric Institute, 40th annual con- 
vention, energy resources and supplies, 
problems, industry outlook, research pro- 
grams 197 

Environmental law seminar, federal common 
law ought to be invoked as enforcement 
tool, Justice Dept. 96 

EPA’s Advisory Committee on Revision and 
Application of Drinking Water Standards, 
agenda scheduled 40 

Fertilizer Institute, final report on industrial 
wastes in fertilizer industry to be issued by 
EPA this summer, Fairall 12 


(ENR) 3 


Government Services Administration 
posium, EPA motor vehicle 
standards, other topics 129 

Inter Industry Emission Control program 
conference, automotive catalysts, fast 
warmup methods, low-emissions vehicles, 
other reports 101 

International Association for Pollution Con- 
trol, marine affairs discussed 70 

International Conference on Transportation 
and the Environment, need for develop- 
ment of new public transportation con- 
cepts for urban environments, Ford 130; 
air pollution abatement strategy for motor 
vehicles, noise, other topics 158 

International Foundry Congress, pollution 
abatement costs will accelerate small 
foundry closings, Drake 80 

International workshop on electric power, 
goal of industry should be adequate, not 
abundant, energy supply, Gould 80 

Mine Inspectors Institute of America, energy 
policy committed to domestic fuels 206 

National Assn. of Manufacturers Environ- 
mental Quality Committee, pollution con- 
trol discussion, government, industry com- 
ments 3 

National Automobile Engineering Meeting, 
SAE, noise research, monitoring, control 
measures, fuel additives 132 

National Wildlife Federation meeting, world 
environmental quality index, major pro- 
blems list issued 194 

Natural gas-powered vehicles, GSA sym- 
posium, test drivers show acceptance of 
gas-fueled cars 100 

Navy oil spill control conference, oil type 
most important factor affecting impact of 
spill on environment, Straughan 10 

Nongovernmental Environmental Forum, in- 
secticide control and broad scale research 
program recommended 194 

Offshore Technology Conference, petroleum 
industry needs to step up environmental 
research, new goals for air and water qua- 
lity, other reports, speakers 8 

Organization for Economic Cooperation and 
Development, recommends observation of 
environmental policies and guidelines 190 

Society of Automotive Engineers, auto emis- 
sions survey results show deterioration of 
a model cars, other research reports 

U.N. Conference on the Human Environ- 
ment, see INTERNATIONAL AND FOR- 
EIGN AFFAIRS 

Water data for public use, advisory commit- 
tee, recommendations for local data 
gathering efforts urged 99 

World Energy Conference, UN guidance in 
assessment of pollution control benefits 
requested 182 


sym- 
emissions 


CONGRESS 


House 

—Conferees on water quality legislation (S 
2770) appointed, list 6 

House hearings 

—Energy crisis, research and development 
needed, Science and Aeronautics subcom- 
mittee 81 

—Energy research consolidation recommend- 
ed by Administration before Science sub- 
committee 130 

—EPA proposed budget, pollution control 
and abatement programs planned for FY 
1973, Appropriations subcommittee 42 

—International environmental efforts, diffi- 
culties, outlook, Science Subcommittee on 
International Cooperation in Science and 
Space 195 

—NEPA exemption for Corps permits urged 
by Quarles, Merchant Marine subcommit- 
tee 10 

—Toxic substances legislation, testimony be- 
fore Commerce subcommittee 92 
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CONGRESS—Contd. 


House hearings—Contd. 

—Water quality standards, Safe Drinking 
Water Act, comments by industry, EPA, 
House Commerce Subcommittee 189 

Joint committees 

—Energy hearings, increased investment in 
drilling for natural gas, no assurance of 
significant discoveries, White, Economic 
Committee 158; organization structure of 
Federal Government too fractured to deal 
with 192 

Senate 

—Class action damage litigation study begun, 
Commerce Committee 14 

Senate hearings 

—Automobile emissions standards, com- 
pliance mandatory for certification in 
1975, Public Works Subcommittee on Air 
and Water Pollution 91 

—Citizens’ suits and class action bill ap- 
proved by.Commerce subcommittee on the 
Environment 66 

—Electric power plant siting bill testimonies 
66 

—Energy crisis, new techology only solution 
to meeting energy needs, David, Interior 
Committee 160 

—Lead standards in gasoline, testimonies be- 
fore Commerce Subcommittee on the En- 
vironment 45 

—National Environmental Financing Act, see 
LEGISLATION, FEDERAL, S 1699 


CONNECTICUT 


Environmental Policy Act vetoed by Gover- 
nor 199 

Environmental Protection Dept. enforcement 
actions 48 

Oil pollution control bill signed by Gover- 
nor, provisions 115 


CONTINENTAL SHELF 


Petroleum industries environmental research, 
offshore research needs to be speeded up 8 


CONTRACTS 
See GOVERNMENT PROCUREMENT 


D 


DAMS 
See WATER RESOURCES AND SUPPLIES 


DELAWARE 


River Basin Comm. proposes fees for water 
resources project reviews 23 


DETERGENTS 


Lever Brothers Co., N.Y., clean water cam- 
paign in Wisconsin announced 201 

Nitrilotriacetic acid (NTA) toxicity study, 
findings, HEW 45 

Phosphate-free soaps to be available for 
evaluation, Linfield 110 


DREDGING 


ACE activities and problems, GAO report 
133 

Operations: at proposed boat building plant 
site in Swansboro, N.C. to be halted, suit 
filed 127 

Pennsylvania Environmental Resources Dept. 
bans operations on natural portions of 
Upper Allegheny River 22 
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Refuse Act violation, criminal charges filed 
against General Development Corp., Fla. 
95 


DUST 


See AIR POLLUTION (In General); PARTI- 
CULATE MATTER 


ELECTRIC POWER 


See also ATOMIC ENERGY; UTILITIES 

Allegheny Power System to discontinue pro- 
motional activities, Finch 104 

Delays resulting from environmental dis- 
putes, construction delays, resource short- 
ages, responsible for inadequate electricity 
reserves, Knauer 196 

Delmarva Power and Light Co., return to 
burning high sulfur fuel 64 

Dynamic emission control, fuel switching, 
load switching effective means to achieve 
desired air quality level 131 

Environmental research studies announced 
by Western Energy Supply and Transmis- 
sion Assn. 105 

FPC compliance with NEPA sought, Na- 
tional Wildlife Federation petition 94 

Legislation, see LEGISLATION, FEDERAL 
S 1684, S 1915 

Mid-Continent Area Power Pool, Reclama- 
tion Bureau to participate 81 

Montana Power Co., construction of steam- 
electric plant near Colstrip, Mont. 
‘announced, O’Connor 105 

New York plant siting bill signed by Gover- 
nor 167 

Nitrogen oxide emissions regulation adopted 
by Bay Area Air Pollution Control District 
Board of Directors 21 

Pollution control benefits, UN guidance in 
assessment requested, Campbell 182 

Southwestern Power Admn. guidelines for 
environmental impact statements published 
71 

Sulfur oxide removal from coal and oil 
burning power plants, test project 104 

Supply goals of industry, Gould 80 


Transmission costs cut possible, Interior 
Dept. report 115 
TVA, cost estimates for environmental 


needs, Wagner 46 

Upper San Joaquin River Basin, Calif., de- 
velopment of water and related land tre- 
sources, FPC report 110 


ENERGY RESOURCES AND SUPPLIES 


Air pollution controls compound present 
fuel crisis by encouraging use of scarcest 
fuels, Bagge 197 

Commercially obtainable technologies includ- 
ing solar energy, shale oil, coal gasification, 
others, Freeman 160 

Conservation of energy possible through im- 
proved insulation of residences, National 
Mineral Wool Insulation Assn., Inc. 166 

Conservation recommended as part of R&D, 
Freeman 130 

Court rulings on NEPA, prompt modifica- 
tion necessary to prevent power supply 
problem, Harris 196 

Energy crisis 

—Efficient use, more research recommended, 
Train 47 

—R&D efforts called for, House Science and 
Astronautics subcommittee hearings 81 

Federal policies, establishing National Energy 
Council necessary, Crawford 196 

Fossil fuels, capacity to produce will be 
strained by demands, Stelzer 197 

Michigan, energy need hearings to be con- 
ducted by Public Service Commission 21 

National policy committed to domestic fuels 
and reliance on coal needed, Price 206 


R&D program consolidation recommended 
by Administration 130 

Raw materials industry should invest in ex- 
ploration, development of ore reserves to 
insure uranium availability 197 

Remote sensing techniques for resources sur- 
veys and international arrangements, UN 
Conference on the Human Environment 
181 : 

Solar energy 

—Emerging nations,. availability within 10 
years, NAS report 23 

—Establishment of task force to promote 
long range supplies of power, Miller 
(D-Calif) 130 

Technologies development only solution to 
meeting future needs, David 160 

Technology breakthrough necessary to assure 
adequate power, Nassikas 196 


ENVIRONMENTAL IMPACT STATEMENTS 


AEC regulations amended to comform with 
CEQ guidelines 113 

Drafts reviewed, list 18, 71, 204 

Federal agencies, statements submitted, list 
18, 71, 113, 164, 204 

FHA rules for compliance with NEPA issued 
71 

FPC approvals based on statements by appli- 
cants, petition by National Wildlife Federa- 
tion seeking change 94 

Guidelines published by VA 17 

Procedures for improving recommended by 
CEQ, text 66, 82 

Selection system revised for Public Facility 
wires program projects, HUD, provisions 
134 

Southwestern 
published 71 


Power Admn. _ guidelines 


ENVIRONMENTAL PROTECTION 
AGENCY 


See GENERAL POLICY; specific subject 
heads 


EROSION 


Eel River Basin, Calif., 


erosion report, 
Geological Survey 199 


F 


FEDERAL FACILITIES 


Federal agencies not in compliance with 
NEPA, GAO report 91 


FINANCING, FEDERAL 


EDA 
—Sewage grants awarded 17 
EPA 


—Air pollution control program grants, 
purpose and regulations governing 189 

—Interim regulation for state and local 
grants issued 188 

—Sewage grants and increases awarded 16, 
73, 106, 137, 201 

—Water quality management planning grants, 
eligibility requirements 189 

Equal opportunity rules for federal aid 
programs, contracts proposed, EPA 155 

HUD 

—Final environmental impact statement 
favoring revised selection system for Public 
Facility Loans program projects issued, 
provisions 134 

—Sewage treatment grants and increases 
awarded 17, 73, 106, 137, 202 

Legislation, see LEGISLATION, FEDERAL, 
S 1015, S 1699 

NIH ‘ 

— Research grants awarded, list 166 
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FISH AND WILDLIFE 


Chemical Leaman Tank Lines, Inc., fined for 
ammonium nitrate spillage into French 
Creek, fish kills 152 

Columbia River reservoirs regulated to 
reduce effects of nitrogen supersaturation 
on fish 22 

Consolidated Edison Co, fined for alleged 
fish kills at Indian Point nuclear power 
plant, N.Y. Attorney General 126 

Genetic resources, recommendations to 
Sala? adopted by UN Conference on the 

uman Environment 181 

Protected species, Wyoming men charged 
with killing, Justice Dept. 95 

Scott Paper Co., Oconto Falls, Wis., 
discharges into Oconto River cause fishkill 
5 


Water quality report, effects of chemicals on 
aquatic organisms, EPA report 70 

Whaling, recommendation for 10-year mo- 
ratorium adopted by UN Conference 191 


FLORIDA 


Pollution Control Dept. enforcement actions 
48, 112 


FORESTS 


California lumber company allowed to use 
wood waste burner, state legislation 199 
Eldorado National Forest, Kirkwood Mea- 
dows ski resort construction halted by 

restraining order (DC Calif) 94 
Management and research recommendations, 
UN Conference 182 
Management program being concluded in 
Minn. by Boise Cascade Corp. 136 
Research objectives defined by EPA/USDA 
committee 109 


G 


GASOLINE 
See MOTOR VEHICLES 


GENERAL POLICY 


Appointments, see APPOINTMENTS, PER- 
SONNEL CHANGES 

Budget, see BUDGET, U.S. 

Coal policy establishment advocated by 
House Appropriations Committee 191 

Enforcement strategy development necessary 
on regional level, Quarles memorandum, 
text 39, 54 

Environmental Protection Agency 

—Equal opportunity rules for federal aid and 
contracts proposed 155 

—Manpower, funds insufficient to enforce 


automobile company compliance, GAO 
report 185 
—Notices issued to four Idaho cities, 


noncompliance with water quality stand- 
ards, Region 10... 105 

—Research and development 
Greenfield 130 

—Tuition fees for training courses set 162 

Expenditures for environmental programs 
estimated by Census Bureau 13 

* Government research and technology policies 
examined, Stever 129 

Information, EPA issues revised regulation 
on public procedures 68 

National Environmental Policy Act, see 
LEGISLATION, FEDERAL, HR 14103 

Navy, policy instructions for carrying out 
environmental program issued 27 

Permit program exemption from NEPA, see 
LEGISLATION, FEDERAL, HR 14103 

President of the United States, rejection of 
recommendations, Comm. on Population 
Growth 46 


activities, 


SEC 

—Criticized on proposal to require informa- 
tion concerning impact of environmental 
protection requirements on company 
earnings 25 

—Extension of deadline for conference on 
securities registration form changes 134 

Smithsonian Institution to present ecology 
exhibits for U.S. bicentennial program 206 

Source performance standards, authority to 
govern to be offered to state, EPA 3 

VA guidelines on preparation of environ- 
mental impact statements issued 17 


GEORGIA 


Environmental programs 
ward 3 
Natural Resources 


reorganized, Ho- 


Dept., hearings on 


proposed revisions to water quality 
standards scheduled 116 
Public Health Dept., Atlanta, ordered to 


correct air pollution deficiency in incinera- 
tor 109 

Open burning suit, Walton County to refrain 
(Ga SupCt) 126 


GOVERNMENT PROCUREMENT 


Debriefing of unsuccessful offerors, regula- 
tions issued 15 

Equal employment opportunity rules for 
federal aid programs, contracts, EPA 
proposal 156 

Federal contractors face dilemma, environ- 
mental rules, government viewpoint, ABA 
meeting 108 


Contracts 


Air Force 

—Toxic hazards research on propellants and 
materials 51 

Atomic Energy Commission 

—Radioactive waste, design and development 
of surface facilities, contract awarded 135 

Coast Guard 

—Pollution control, optimal detection and 
prevention systems, contract awarded 19 

Environmental Protection Agency 

— Aerial surveillance spill prevention system, 
image interpretation key development, ne- 
gotiations 15 - 

—Air pollution damages, health costs study, 
negotiations 16 

—Air pollution emission charges, cost 
effectiveness and revenue potential study, 
negotiations 16 

—Aircraft engine emissions measurements, 
variability causes, contract awarded 138 

—Animal waste, current technical and cost 
information on existing methods for 
disposal, processing and use, contractor 
sought 168 

—Aqueous processes for removing nitrogen 
oxides and sulfur dioxides from combus- 
tion fuel gases, negotiations 51 


—Atmospheric emissions, field sampling, 
contract awarded 19 
—Automotive turbine wheels, low-cost 


production manufacturing techniques, de- 
velopment and demonstration, contractor 
sought 15 

—Chemical and microbiological analyses 
services, contractor sought 51 

—Chemiluminescent ambient air quality 
monitor, conversion to measure nitrogen 
oxides and sulfur dioxide from stationary 
sources, contract awarded 203 

—Chlordane chronic toxicity to fresh water 
fish and food chains, contract awarded 19 

—Coal_ gasification, fate of hazardous 
pollutants and other trace constituents, 
contract awarded 203 

—Combustion-generated pollutants, 
matical models development, 
awarded 106 


mathe- 
contract 
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—Combustor flow computation with experi- 
ment, contract awarded 168 

—Community health and _ environmental 
surveillance study, contract awarded 19 

—Compact sampling system for collection of 
particulates from stationary sources, con- 
tract awarded 137 

—Deicing practices, research to identify 
alternative approaches, contract awarded 
105 

—Detergent, heavy duty, ecologically safe, 
phosphate-free, contract awarded 203 

—Dynamic pesticide transport and run-off 
model for mechanistic evaluation in small 
watersheds, contract awarded 105 

—Electrostatic precipitator performance 
model, contract awarded 106 

—Environmental pollutants, preparation of 
background documents, contract awarded 
106 

—Exhaust and evaporative emission data on 
1972 model vehicles, updating on 
1966-1971 model vehicles, contractor 
sought 105 

—Fabric filter cleaning mechanisms 
kinetics, contract awarded 106 

—Field sampling of atmospheric emissions 
ree various industries, contract awarded 
168 

—Float bag kit research, contract awarded 
138 

—Fluorescent source non-dispersive infrared 
analyzer for nitric oxide, contract awarded 
106 

—Fuel additive effectiveness in reducing 
emissions from coal and oil combustions, 
contract awarded 203 

ee dust problem, contract awarded 
03 

—Fugitive dust problems, statewide emission 
inventory of Ohio, contract awarded 168 

—Gas turbine automobiles, low-cost control 
system development, contractor sought 15 

—Great Lakes dischargers, study, contract 
awarded 203 

—Hazardous materials systems control basin, 
contract awarded 106 

—High expansion forms as 


and 


methods of 


inerting abandoned coal mine areas, 
contract awarded 168 
—High pressure feeder valves, design 


fabrication and assembly, contract awarded 
19 

—Illinois and Georgia, point source inven- 
tory data collection and statewide emission 
inventory of Set I and Set II pollutants for 
New Jersey, contract awarded 168 

—Illustration of forms proposed, regulations, 
provisions 15 

—Immunochemical methods to detect water- 
borne viruses, negotiations 51 


—Implementation plans for Alabama, con- 
tract awarded 106 

—Indiana, statewide emission inventory and 
collection of point source inventory data 
for California, Arizona, Washington, con- 
tract awarded 168 

—Industrial waste classifications, 
contract awarded 203 

—Laboratory samples, quality control pro- 
gram research, contract awarded 106 


—Leachate exposure, evaluation of materials, 
contractor sought 15 

—Lecture program for schools and civic 
organizations, design and execution, con- 
tractor sought 105 

—Leucocyte metabolism as health effect 
indicator, study, contractor sought 15 

—Lubricants, waste auto, study, contract 
awarded 78 

—Model 500 in situ monitoring system, 
research, contract awarded 138 

—Motor vehicle restraints in specific city, 
design and implementation of system, 
negotiations 51 


research, 
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GOVERNMENT PROCUREMENT-—Contd. 
Contracts—Contd. 


Environmental Protection Agency—Contd. 


—Motor vehicle testing to determine 
feasibility of state in-use vehicle emission 
inspection at Denver altitude, contract 
awarded 138 

—Nitrogen dioxide concentration reduction 
through reduction of hydrocarbons, strate- 
gies, contract awarded 203 

—Nitrogen dioxide, comparability of four 
methods for monitoring in ambient air, 
contract awarded 168 


—Oil pollution source study, contract 
awarded 168 

—Oil recovery system using absorbent 
materials, negotiations 51 

—Oil spill detection, research, contract 


awarded 106 
—Paint and varnish industry, air pollution 


control engineering and cost study, 
contract awarded 78 
—Particulate collection, charged droplet 


systems, contract awarded 78 

—Particulate sizing techniques for control 
device evaluation, research, contract award- 
ed 106 

—Pesticide effect on bay mussels, contract 
awarded 106 

—Pesticides, effect on 
contract awarded 106 

—Pesticide public health project, contract 
awarded 106 

—Pesticide transport and runoff model in- 
cluding computer program, contract award- 
ed 168 

—Pesticides usage, effects on public health, 
negotiations 51; contract awarded 168 

—Physical-chemical treatment of municipal 
wastes, contract awarded 18 

—Point source data collection in Michigan 
and Kentucky, contract awarded 203 

—Pollutants, hazardous and other 
ment, contract awarded 106 

—Pollutants, nationwide inventory of point 
source, Set I and II, contract awarded 203 

—Pulmonary disease, various air pollutants 
causation, contract awarded 105 

—Pulp mills, treatment of dissolved organic 
waste products, contract awarded 105 

—Radiation monitoring program, environ- 
mental surveillance data in support, nego- 
tiations 16; contract awarded 106 

—Rankine cycle engines, reciprocating single 
cyclinder expanders, design, negotiations 
15 

—Regional waste water management agen- 
cies, problems in methods of establishing, 
contract to be awarded 16 

—Rendering industry, odor control investiga- 
tion, contract awarded 78 

—Resource recovery and operational analysis 
branches of EPA, technical business and 
economic support, contract awarded 203 


—Resource recovery systems, proposal evalu- 
ation, contract awarded 203 


—Sample acquisition and analysis, process 
instrumentation evaluation and application, 
contract awarded 203 


—Selective removal of specific ions from 
water and waste water, development of 
materials and methods, contractor sought 
51 


—Shallow cover coal mining, feasibility 
study of new method, contractor sought 
51 


—Solid waste management, feasibility and 
economic implication of pricing mech- 
anisms, evaluation, contractor sought 51 


—Solid waste management industry, occupa- 
tional safety study, contractor sought 168 


—Solid waste policy analysis, economic 
analytical framework development, con- 
tractor sought 15 


human health, 


aSSeSs- 
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—State implementation plans, analysis of 
selected areas relative to impact, negotia- 
tions 16 

—State sediment 
negotiations 16 

—Statewide emission inventories of Massa- 
chusetts and Rhode Island, contract award- 
ed 168 

—Statewide emission inventory of Missouri, 
contract awarded 168 

—Statewide emission inventory of Set I and 
Set II pollutants for Pennsylvania, contract 
awarded 168 

—Stationary source air pollutant emission 
simulation, experimental system design, de- 
velopment, negotiations, contract awarded 
168 

—Stratified charge engine concepts to pas- 
senger cars, evaluation, contract awarded 
168 

—Student training program to assist inner 
city residents, negotiations 16 

—Subsurface test platform, development and 
evaluation, contract awarded 106 

—Sulfur dioxide removal from utility boiler 
flue gas, demonstration, contract awarded 
203 

—Taconite tailings, bonding, contract award- 
ed 106 

—Transportable waste water treatment plant, 
contract awarded 106 

—Two-stage coal combustion process, de- 
velopment, contract awarded 168 

—Urban water supply system, rating system 
to predict ability to produce water meet- 
ing limits of federal drinking water stand- 
ards, contract awarded 137 

—Water monitoring in distribution systems, 
contract awarded 168 

—Water quality management implementation 
in nonmetropolitan areas, planning guide 
development, negotiations 16 

—Water well construction specifications, de- 
velopment, contract awarded 137 

—Waterborne phosphorus control and cost- 
effectiveness of phosphorus control tech- 
niques, available technology study, con- 
tract or sought 138 

—Wet scrubber entrainment 
study, negotiations 51 


Geological Survey 

—Hazards analysis study of Outer Con- 
tinental Shelf oil and gas drilling, con- 
tractor sought 16 


Housing and Urban Development Office 

—Total energy systems, preparation of guide 
criteria for assessing economic feasibility, 
contract awarded 19 

National Institute of Environmental Health 
Sciences 

—Heavy metals, appraisal of environmental 
exposure, contract awarded 78 

Navy Purchasing Office 


control institute series, 


separation 


—Liquid metal reactor thermal energy 
source, contract awarded 168 

Naval Research Office 

—Pesticide degradation research, contract 


awarded 203 
Reclamation Bureau 
—South Platte River water resources project, 
environmental study, contracts awarded 19 
Saline Water Office (OSW) 


—Composite hollow  tubulars, contract 
awarded 168 
—Desalination feasibility studies, contract 


awarded 106 

—Desalting environment, metallic and non- 
metallic materials of construction, contract 
awarded 168 

—Desalting studies, supporting analysis, con- 
tract awarded 106 

—Feedwater colloid interaction with surface 
of reverse osmosis membranes, contract 
awarded 203 

—Fibreglass porous tubular supports for sea 
water reverse Osmosis membranes, contract 
awarded 106 


—Heat transfer improvement from chemical 
treatment of metal surfaces, contract 
awarded 168; 203 

—Hollow fiber seawater modules, 
tion, negotiations 16 

—Marine fouling controlling in desalination 
plants, contract awarded 203 

—Multi-stage flash distillation plant data, 
analysis, contract awarded 106 

—Pilot production of reverse osmosis mem- 
branes elements for seawater, research con- 
tract awarded 203 

— Reverse osmosis at 165 degrees Fahrenheit, 
contract awarded 168 

—Reverse osmosis by dry process, prepara- 
tion, contract awarded 168 

—Reverse osmosis high pressure pumps, field 
evaluation testing, contract awarded 168, 
203 

—Reverse osmosis pilot plant, 200-million- 
gallon-per-day, design, negotiations 16 

—Reverse osmosis plant, conceptual design, 
contract awarded 168, 203 

—Reverse osmosis, use at sterilization tem- 
perature for waste water recovery, contract 
awarded 203 

—Spiral wound reverse osmosis modules for 
desalination, negotiations 16 

—Spiral wound reverse osmosis units for 
single pass seawater desalting, feasibility 
research, contract awarded 203 

—Toxic metal removal from water by reverse 
osmosis, contract awarded 19 

—Tubular technique to improve reverse 
osmosis membrane systems for seawater 
desalting, contract awarded 19 

—Tubulet composite membranes, optimizing, 
negotiations 16 

—Tubulet composite membranes for desali- 
nation, contract awarded 106 

Transportation Dept. 

—Air transportation system, quiet short 
haul, development, contract awarded 19 


fabrica- 


GRANTS 


See FINANCING, FEDERAL; RESEARCH 
AND DEVELOPMENT 


H 


HAWAII 


Pesticide control bill passed by legislature 20 
Transportation control commission created 
by legislation provisions 168 


HIGHWAYS 


Beautification Act, amendments to provide 
states.with guidelines recommended, Burns 
161 

Beautification, public indifference broken, 
Hirten 161 

Billboard advertising to be discontinued by 
Atlantic Richfield Co. in 36 states, com- 
prs with Highway Beautification Act 


Billboards, federal participation in acquisi- 
tion to accelerate removal, Rogers 161 

California funding ruling, review requested 
(US SupCt) 38 

Funding of road through national forest, 
validity of grant, review granted (US 
SupCt) 95 

Injunction of freeway construction along 
northern San Mateo County coastline re- 
quested, lack of environmental impact 
statement 94 

Noise, see NOISE 

Proposed Federal-Aid Highway and Mass 
Transportation Act of 1972, trust funds to 
be used for mass transit systems 4 

Texas highway funding suit, U.S. Supreme 
Court denies review 65 
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HISTORIC SITES 


Boston, Mass; demolition of historic build- 
ings, city Redevelopment Authority re- 
straining order issued (DC Mass) 64 


HOUSING 
See BUILDING AND CONSTRUCTION 


ILLINOIS 
Pollution Control Board 
—Dismissal of water pollution charges 


against Chicago, McHugh, Healy & Kenny 
Construction Co. for pollution of Chicago 
River 112 

—Enforcement actions 20, 48 

—Sewer connection ban imposed against 
Mattoon lifted 198 

Suit against Wisconsin cities to enjoin dump- 
ing of untreated waste into Lake Michigan 
151 

Water deficit necessitates development of 
new resources, Ackerman 153 


INCINERATORS 


Combustible pollutants contributed to air 
pollution, Niessen 157 

Dual rotary kiln system for drying and 
sludge burning recommended, Hescheles 
158 

Emissions, variables affecting, Smith 97 

Rent controlled buildings, landlords to face 
reduced rents for failure to upgrade in- 
cinerators, N. Y. City 197 

Research needed to reduce environmental 
impacts, EPA 156 

Residues, recycling of 
Ostrowski 157 


ferrous scrap, 


INDIANA 


Gary, city ordinance upheld in U.S. Steel 
Corp. suit 95 


INDUSTRY (In General) 


3M Co., incineration system in operation at 
chemolite plant in St. Paul 104 

Ajax International Corp., Calif., new line of 
teverse osmosis water treatment plants an- 
nounced 201 

American Cyanamid Co. 

—Construction plans for waste treatment 
facility at Willow Island, W. Va., plan 
announced 77 

—Ordered to stop polluting Arthur Kill by 
N. ef Dept. of Environmental Protection 
11 

Anaconda Wire and Cable Co., indicted for 
aterm Hudson River, fined (DC NY) 
1 

California industries, permits required by 
new land use control system 199 

European firms water pollution control in- 
terests, survey projected, First 77 

Furniture factory sued for pollution and 
noise by Austin, Tex. residents 183 

Georgia-Pacific Corp., Port Hudson, La., 
bleached kraft pulp mill pollution control 
project, final phase announced 14 

Granite State Packing Co., Manchester, 
N.H., found guilty of polluting Merrimack 
River (DC NH) 152 

ITT-Rayonier Corp., Fernandina, Fla., sulfite 
pulp mill pollution program underway 14 

Kutztown Foundry and Machine Corp., Pa. 
Environmental Hearing Board requires in- 
Stallation of air pollution control equip- 
ment 163 


Metal and smelters, see METALS 

Morton-Norwich Products, Inc., indicted for 
hydrochloric discharges into Mississippi 
River 152 

Paper, see PAPER 

Pennwalt Corp., Philadelphia, development 
of new microencapsulated pest control 
agent 200 

Production level reduction, investigation of 
possible impact on pollution recommended 
by UN Conference 187 

Solid waste-to-steam recycling plant to be 
built by Thermal Energy Systems Co. 135 

Tax exemptions for waste treatment facili- 
ph installed by industry, N. Y. bill signed 
20 

U.N. Conference on the Human Environ- 
ment, U.S. delegation not to include rec- 
ognized representatives of industry, 
Ostrander 47 

Weyerhaeuser Co. fined for discharge of oil- 
laden sump water into Snohomish River, 
Wash. 198 


INFORMATION 


Public procedures, EPA issues revised regula- 
tions 68 


INTERNATIONAL AND FOREIGN AF- 
FAIRS 


Economic growth increase necessary for 
developing countries, McNamara 187 

Environmental organization, creation within 
UN approved by UN Conference on the 
Human Environment 180 

International Assn. for Pollution Control 
marine industries meeting, international 
law of high seas, other topics 70 

Soviet Union/U.S. science agreement signed 
by both nations, David comments 132 

Trade loss compensation to developing coun- 
tries, U.S. opposition 187 

U.N. Conference on the Human Environ- 
ment 

—Political atmosphere harmful, Train 27; 
U.S. delegation not to include industry 
representatives, Ostrander 47; delegation 
appointed, list 68; environmental ethic 
development to be “major thrust,” State 
Dept. report 68; administration policy crit- 
icized, Muskie (D-Me) 132; attendance, 
proposal, themes, Declaration on the 
Human Environment, U.S. priorities, other 
aspects, text 147, 169; action on three 
subject areas completed, Declaration on 
the Human Environment, other topics 179; 
economic development portion of UN ac- 
tion plan, adoption, provisions 186; ocean 
dumping, international convention deferred 
190 

USSR/USA Agreement calling for joint pro- 
grams and specific project cooperation 
signed, text 93, 116 


lOWA 


Environmental Quality Dept., bill signed by 
Governor 78 


IRRIGATION 


Minimum flow requirements for American 
River, petitions for reconsideration denied, 
Calif. Water Resources Control Board 197 

Olokele Sugar Co., Hawaii, irrigation experi- 
ments 201 

Private land ownership in irrigation projects, 
limitation not applicable to federal proj- 
ects, Justice Dept.’s appeal of district 
court decision 94 
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J 


JUSTICE DEPARTMENT 


AMC-GM agreement allowing AMC to pur- 
chase emission consultation services from 
GM, approval 44 

Criminal charges filed against Weyerhaeuser 
Co. for alleged pollution of Snohomish 
River in Wash. 94 

EPA requests court action against Kansas 
City for pollution of Kansas River 154 

Federal common law invoked in pollution 
suit 38, Kiechel comments 96 

Gasoline and oil spill suit against Inland 
Corp. (DC Ohio) 95 

Private land ownership in irrigation projects, 
limitation not applicable to federal pro- 
jects, Justice Dept.’s appeal of district 
court decision 94 

Refuse Act referral policy, Reuss (D-Wis) 
requests revocation 96 

Refuse Act suit, mercury discharge into Pen- 
obscot River, consent decree 95 

Water permit program, EPA request for re- 
solution of legal impasse 184 

Wildlife suit, Wyoming men charged with 
killing protected species 95 


L 


LAKES AND RIVERS 


(Includes similar bodies of water, e.g., bays) 

See also RIVER BASINS 

Allegheny River, Pa., dredging prohibited on 
“natural and untouched” portions of 
upper river by state Dept. of Environ- 
mental Resources 22 

American Riverm Calif., minimum flow re- 
quirements below Nimbus Dam, petitions 
for reconsideration denied, State Water Re- 
sources Control Board 197 

Arthur Kill, American Cyanamid Co. ordered 
to stop polluting by N.J. Dept. of Environ- 
mental Protection 112 


Atlantic Intracoastal Waterway, dredging 
prohibition requested in suit 127 
Baltimore Harbor, four industrial firms 


charged with violating Refuse Act of 1899 
5 

Bogue Sound, N.C., dredging prohibition re- 
quested in suit 127 

Buffalo Creek, Middle Fork, W.Va., failure 
of three waste dams, ACE report 133 

Chesapeake Bay, Baltimore Import Car Serv- 
ice and Storage, Inc., fined for polluting 
(DC Md) 126 

Chicago River, Illinois Pollution Control 
Board, dismissal of water pollution charges 
against Chicago and McHugh, Healy & 
Kenny Construction Co. 112 

Chippewa Creek, Ohio, oil spill suit against 
Inland Corp. by Justice Dept. 95 

Clean Lake, Calif., pollution suit by 34 
property owners 183 

Colgate Creek, Baltimore Import Car Service 
and Storage, Inc., fined for polluting (DC 
Md) 126 

Columbia River 

—Portland General Electric Co. agrees to 
reduce or eliminate mineral discharges, 
other control measures 65 

—Reservoirs regulated to reduce nitrogen 
supersaturation, fish damage 22 

Cossatot River, Ark., dam construction ban 
lifted (DC Ark) 64 

Eleven Mile Creek, Fla., St. Regis Paper Co. 
cited for polluting 49 

Eutrophication study in lakes, impound- 
ments, EPA to use army aircraft 81 

Four Mile Run, Pa., Mountain View Hotel, 
untreated waste discharges into tributary 5 

Fox River, Wis., industries granted six 
months leeway for compliance with pollu- 
tion abatement orders by State Dept. of 
Natural Resources 20 
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LAKES AND RIVERS—Contd. 


French Creek, Pa., Chemical Leaman Tank 
Lines, Inc., fined for ammonium nitrate 
spillage, fish kills 152 

Goose Creek, N.C., dredging prohibition re- 
quested in suit 127 

Grand Calumet River, Ind., U.S. Steel Corp. 
fined for polluting 183 

Great Lakes, survey operations begin with 
Rochester headquarters opening 24 

Hackensack River, three New Jersey com- 
panies sued by state Environmental Protec- 
tion Dept. 126 

Hudson River 

—Alcolac Chemical Corp., industrial wastes 
containing alcohol, consent judgment 
agreed to (DC NY) 39 

—Alpha Portland Cement Co., civil com- 
plaint requests barring of refuse dumping 
into river 39 

—Anaconda Wire and Cable Co. fined for 
polluting, informer’s reward granted to 
Fishermen’s Assn. (DC NY) 126 

—Consolidated Edison Co.’s Indian Point nu- 
clear power plant, fined for alleged fish 
kills by N.Y. Attorney General 126 

—Westchester County, N.Y., charged with 
being major polluter 65 

James River, Va., Virginia Electric Power 
Co.’s Surry Power Station licensed, effects 
on river to be monitored 135 

Kanawha River, W.Va., Union Carbide fined 
for chemical dumping (DC WVa) 39 

Kansas River, EPA requests Justice Dept. 
court action against Kansas City for pollu- 
tion 154 

Kickapoo Creek, Ill., State Pollution Control 
Board lifts sewer connection ban imposed 
against Mattoon to prevent creek pollution 
198 

Lake Michigan 

—Illinois suit against Wisconsin cities to en- 
join dumping of untreated waste, reliance 
on federal common law 151 

—Water deficit problems, Lake offers no 
answer, Ackerman 153 

Lake Ontario, watershed and lake subject to 
intensive study as basis for better lake 
management 24 

Lake Superior, Reserve Mining Co. enjoined 
from discharging taconite tailings into lake, 
complaint amended, Justice Dept. invokes 
federal common law 38 

Lincoln Creek, Wis., Milwaukee Sewerage 
Commission charged with polluting 5 

Little River system, La., three firms cited 
for negligent pollution by State Wildlife 
and Fisheries Comm. 198 

Merrimack River, N. H., Granite State Pack- 
ing Co., Manchester, found guilty of 
polluting (DC NH) 152 

Mississippi River 

—Morton-Norwich Products, Inc., indicted 
for hydrochloric acid discharges 152 

—Utilities granted temporary exemption 
from thermal standards by Illinois Pollu- 
tion Control Board 20 

Monongahela River, Pa. 

—Conviction of Pennsylvania Industrial 
Chemical Corp. for waste «discharge re- 
versed (CA 3) 151 

=e Steel Corp. fined for oil discharges 
1 

New Hope Lake Project, N.C., CA 4 affirms 
district court’s refusal to enjoin project 6 

Newport Bay, West Lido Channel, Calif., 
restraining order issued against develop- 
ment corporation to prevent from dis- 
charging or depositing refuse (DC Calif) 38 

Oconto River, Wis., Scott Paper Co. dis- 
charges cause fishkill 5 

Ohio River, American Cyanamid Co. plans 
to construct waste treatment facility at W. 
Va. plant 77 

Oregon’s ownership of navigable waterways, 
claim settled by consent decree (Ore 
County CirCt) 127 
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Penobscot River, Me., mercury discharges, 
consent decree entered by Justice Dept. 95 

Perdido Bay, St. Regis Paper Co. cited for 
polluting 49 

Pine River, Mich., state approval of dam 
construction plans ruled unconstitutional 
(Mich. CountyCirCt) 183 

Rouge River, Mich., citizens’ suit charges 


NEPA violation, requests halt of rechannel-, 


ing construction 6 

Snohomish River, Wash., criminal charges 
filed against Weyerhaeuser Co. for pollu- 
tion 94; fined for discharge of oil-laden 
sump water 199 

South Carolina 

—Streams to be reclassified at meeting of 
state Pollution Control Authority 22 

—Water use classifications adopted by state 
Pollution Control Authority, lists 138 

Vermillion River, Ohio, gasoline spills, suit 
against Inland Corp. by Justice Dept. 95 

Woahink Lake, Ore, fill material to be re- 
moved by developers 127 


LAND USE 


Legislation, see LEGISLATION, FEDERAL, 
HR 4332; HR 7211; S 632 

Permit system to control, approved by San 
Francisco Bay Area Pollution control Dis- 
trict Board, provisions 199 

Strip mining, see COAL ; 

Waste dam failure in W. Va. due to poor 
construction, operationy ACE report 133 


LANDFILLS 
See SOLID WASTE 


LEGISLATION, FEDERAL 
HR 


4332, National Land Use Policy Act 

—Approved by House Interior Environment 
Subcommittee 39 

5074, National Environmental Policy Act 

—Class actions and citizens’ suits, environ- 
mentalists recommend amendments 44 

5276, Toxic Substances Act 

—House Commerce subcommittee hearings, 
testimonies 92 

7211, Public Land Policy Act 

—Approved by House Interior Environment 
subcommittee, provisions 39; amendments 
accepted by House Interior Committee, 
provisions 125; amendments adopted dur- 
ing House Interior Committee markup ses- 
sion 162; approval by House Interior Com- 
mittee, provisions, amendments 187 

8140, Navigable Waters Safety and Environ- 
mental Quality Act 

—Passed Senate, provisions 6; Nixon calls for 
resolution of issues 7 

8331, National Environmental Policy Act 

—Class actions and citizens’ suits, environ- 
mentalists recommend amendments 44 

9727, Ocean dumping legislation 

—May be included in § 2770... 45 

10729, Pesticide Control Act 

—Approval by Senate Agriculture subcom- 
mittee, amendments adopted and rejected 
61; provisions, approval by Senate Agricul- 
ture Committee 149 

13720, Internal Revenue Code amendments 

—Exempt organizations, clarification, Train 
endorsement 80 

13752, National Environmental Policy Act 
amendments 

—Interim operating licenses for thermo- 
electric power plants pending completion 
of environmental reviews, supporting testi- 
mony 13 : 

14103, National Environmental Policy Act, 
amendments 


—House Merchant Marine subcommittee 
hearings, industry, environmentalists com- 
ment 10; permit program, temporary 
partial exemptions, Quarles memorandum 
supporting, text 361, 54 

14655, Atomic Energy Act, amendments 

—Temporary operating licenses for nuclear 
reactors, provisions, Joint Atomic Energy 
Committee approval 12;60 | 

14899, Safe Drinking Water Act 

—House hearings, industry, public health, 
EPA comments 189 

632, Land Use Policy and Planning Assis- 
tance Act of 1972 

—Executive session held by Senate Interior 
Committee 125; provisions, approval by 
Senate Interior and Insular Affairs Com- 
mittee 150 

1015, Environmental Financing Act 

—Municipal waste treatment construction 
bonds, Volcker support before Senate 
Banking Committee 69; approval by 
Senate Banking Committee 155 1082, 

Ocean dumping legislation 

—May be included in § 2770... 45 

1478, Toxic Substances Act 

—Tests of chemical substances by manufac- 
turers with review by EPA before com- 
mercial production, Senate Commerce 
Committee proposal 35; Passage recom- 
mended by EPA task force, authority to 
control PCBs 63; passed Senate, amend- 
ments, provisions 124 

1684, Electric Power Siting Act 

—Senate Commerce Committee hearings, 
testimonies 66; evaluation in  environ- 
mental context requested, Quarles, FPC, 
others comment 160 

1699, National Environmental Financing Act 

—Credit to public bodies, opposition by 
Volcker 69; gap between environmental 
needs and state and local funding to be 
bridged by law, Magnuson (D-Wash) 115; 
Tabled by Senate Banking Committee 155 

1739, Power plant siting Act 

—Congressional action urged, Morton 24 

1915, Electric Power Plant Siting Act 

—Senate Commerce Committee hearings, 
testimonies 66 

2770, Federal Water Pollution Control Act 

—House conferees appointed 6; new legisla- 
tion called for, Quarles 44; progress slow, 
congressional committee report 61; con- 
ferees withhold details on progress 128; 
pure water concept rejected by Water 
Commission panel 193 

3342, Noise Pollution Control Act 

—Apprtoval by Senate Public Works Subcom- 
mittee on Air and Water Pollution, provi- 
sions 186 

3543, Atomic Energy Act amendments 

—Temporary operating licenses for nuclear 
reactors, passed Senate, provisions 60 


LEGISLATION, STATES 


‘ See specific states 


LITIGATION (In General) 

Citizens’ suits 

—Bill allowing suits and class actions ap- 
proved by Senate Commerce subcommittee 
on the Environment 66 

—Furniture factories, Austin, Tex., sued by 
residents for pollution and noise 183 

--Jet aircraft noise from National Airport no 
violation of area residents’ constitutional 
rights, dismissal (DC DC) 126 

—Property owners’ suit claiming Clean Lake 
pollution 183 

—Sierra Club suit against Ruckelshaus, EPA 
regulations allegedly permit significant de- 
terioration of air quality 93 

—Sierra Club yv. Sargent, government’s re- 
quest for expedited consideration of ap- 
peal denied (CA 9) 6 
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LITIGATION (in General)—Contd. 


Citizens’ suits—Contd. 

—Sierra Club’s motion to amend complaint 
seeking construction halt of Disney resort 
complex, Mineral King Valley 151 

—Student organization charges ICC with 
NEPA violation, illegal railroad rate in- 
creases, discrimination against solid waste 
recycling 5 

Class action damage study begun, Commerce 
Committee 14 

Illinois suit to enjoin dumping of untreated 
wastes into Lake Michigan, reliance on 
federal common law 151 

Informer’s reward granted to Hudson River 
Fishermen’s Assn. under Refuse Act (DC 
NY) 126 


LOUISIANA 


Wildlife and Fisheries Comm. enforcement 
actions 198 


LUMBER INDUSTRY 
See FORESTS 


M 


MAINE 


New England River Basins Commission, 
water management study sponsored 110 


MANPOWER 
See TRAINING PROGRAMS 


MARINE AFFAIRS 
See OCEANS 


MARYLAND 


Refuse Act of 1899, four Baltimore firms 
charged with violations 5 

Water Resources Dept. enforcement actions 
20, 49 


METALS 


Copper 

—American Smelting & Refining Co. emis- 
sions of heavy metals into atmosphere 
enjoined 65 

—Kennecott Copper Co., Nev., air pollution 
program announced 201 

—Magma Copper Co., Ariz., sulfur dioxide 
emissions control program announced 201 

Foundries, pollution abatement costs to ac- 
celerate closings, Drake 80 

Lead 

—American Smelting & Refining Co. emis- 
sions of heavy metals into atmosphere 
enjoined 65 

Mercury 

—Discharges into Penobscot River by Sobin 
Chlor-Alkali, Inc., Justice Dept. consent 
decree 95 

—Trace mercury unvaporized in coal fly ash, 
Mines Bureau report 200 i 

Molybdenum, plans to add surface mining 
operations, expand reserves, increase pro- 
duction announced, Climax Molybdenum 
Co. 136 

Scrap 

—Recycling of ferrous scrap from incinerator 
residues, Ostrowski 157 

Uranium 

—Enrichment technology access program, 
proposals to AEC announced 202 

—Investments in exploration, development 
of ore reserves, construction of production 
capacity called for, McGee 197 


—U.S. resources adequate to meet nuclear 
power demands, NPC report 30 


MICHIGAN 


Energy needs, hearing to be conducted by 
Public Service Commission 21 
Environmental Protection Div., 
announced 167 

Sand dunes suit, citizens charge violation of 
Environmental Protection Act 38 

State Environmental Protection Act of 1970, 
study of litigation filed under act, findings 
26 


formation 


MINING AND MINERALS 


See also COAL; METALS 

Adequate mineral supply program recom- 
mended by Morton, annual report 24 

Cyprus Mines Corp., Los Angeles, $9 million 
plant demonstrating feasibility of pollu- 
tion-free process for copper concentrates 
14 

Metallurgical research activities to be re- 
viewed by Mines Bureau 27 

Mining Act of 1872 permitting mining in 
National Forests, constitutionality upheld, 
U.S. Supreme Court denies review 66 

Sand dunes suit, citizens charge violation of 
Environmental Protection Act 38 

State regulation of mining activities in wil- 
derness areas, Oregon attorney general’s 
opinion 110 


MINNESOTA 


Financial aid for communities for installa- 
tion of sewage treatment facilities held 
constitutional (Minn DistCt) 38 

Pollution Control Agency, agricultural feed- 
lot operations, procedures to identify and 
register polluters to be initiated 165 


MISSISSIPPI 


Air and Water Pollution Control Comm., 
legislation empowering attorney general to 
prosecute violators, passed by legislature 
71 


MISSOURI 


Solid waste and air conservation bills ap- 
proved by legislature, provisions 79 


MONTANA 


Water resources potential for new industries, 
Reclamation Bureau report 133 


MOTOR VEHICLES 


1970 model cars, ignition survey results 
show deterioration, SAE conference, other 
reports 102 
1972 models, emissions standards 
—Test results announced by EPA 195 
1973 models, emission standards 
—Ford Motor Co., limited certification pro- 
vided for EPA, conditions 155; introduc- 
tion delayed, certification difficulties 155 
1975 models, emissions standards 
—Applicability and feasibility disputed, 
Starkman 129 
—Compliance mandatory for certification, 
no averaging of emissions, Ruckelshaus 91 
—EPA hearings, l-year suspension requests 
——Denied by Ruckelshaus 59; requests for 
review filed by GM Corp., Ford Motor 
Co., Chrysler Corp. 182 

——Justice Dept. asked to sue GM for pro- 
duction wa patent information on cata- 
lytic converter developments 7 

—Ford Motor Co. memorandum to EPA in 

_ support of suspension application 44 
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—Hydrocarbon standard, EPA, upheld (DC 
DC) 94 
«Methodology for establishing offered by 
NAS, report 7 
—Performance standards no basis for pre- 
scribing methods, Stork 129 
AMC agreement with GM to purchase emis- 
sion consultation services, Justice Dept. 
approval 44 
Baltimore Import Car Service and Storage, 
Inc., fined for polluting Colgate Creek and 
Chesapeake Bay (DC Md) 126 
California, GM announces development of 
computerized system to meet state require- 
ments for 1973 emissions standards 15 
California may ban Chrysler and VW sales 
pending emission test results, Haagen-Smit 
Catalytic converters 
—EPA requests Justice Dept. to file suit 
against GM to produce patent information 
7 
—GM agrees to provide EPA with patent and 
application information 44 
—Hydrocarbon/carbon monoxide, ignition 
time reduced, research report, Ford, Mobil 
101 
Dynamometer facilities, automation research 
to facilitiate evaluation of exhaust emis- 
sions, SAE conference report 103 
Emissions, future regulatory requirements, 
outlook, Stork 159 
Emissions standard, differential 
suggested, Ayres 159 
EPA emission standards, suspension hearings 
scheduled, AMC 114 
EPA emissions control program slow, GAO 
report 59 
Exhaust gas recirculation, research report, 
Thompson 103 
Ford Motor Co. 
—Investigation of manufacturers’ tests and 
data requested by Muskie (D-Me) 124; 
EPA manpower, funds insufficient to en- 
force compliance, GAO report 185; Muskie 
requests supplemental appropriation 186 
—Withdrawal of application for certification 
of 1973 model, durability testing, mainte- 
nance error 91 
Fuel for passenger cars, blend of liquid 
hydrocarbons, gaseous fuels to be used 
increasingly, Ellis 159 
Gasoline 
—Atlantic-Richfield Co. to discontinue bill- 
board advertising on highways and service 
stations sites, compliance with Highway 
Beautification Act 14 
— Fuel additives 
——Ashless organic compounds successfully 
reduce hydrocarbon exhaust emissions 
132 

——Lead and phosphorus, EPA extends pub- 
lic comment period on proposed regula- 
tions 194 

—Lead 

— —Concentration, no scientific support for 
EPA proposal, Gammelgard 134 

—-—Factors for setting standards considered, 
Laur 45 

——No-lead, contamination in 
problems, Piehl 103. 

——Removal to present challenge to petro- 
leum industry, Stork 129 

—Request of three oil companies for exemp- 
tion from N.Y. City’s air pollution control 
code denied by EPA 22 

Industrial pollution control systems to be 
installed at Chevrolet manufacturing 
plants, Parma, Ohio 135 

Internal combustion engine, 
questioned, Orski 158 

Junk cars, see SOLID WASTE 

Natural gas fuel 

— Buses, use economically impractical 129 

—Cars using, GSA symposium, research re- 
ports 100 

—Low cost, clean burning indicated, Jen- 
nings 129 


standards 


transport, 


modification 
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MOTOR VEHICLES—Contd. 


Nitrogen oxides, see NITROGEN 

Technology’s role in solving environmental 
problems, Wyllie 103 

Wankel rotary combustion engine, low oc- 
tane gasoline suitable, Manley 107 


N 


NATURAL GAS 
See OIL AND GAS 


NAVIGATION 
See LEGISLATION, FEDERAL, HR 8140 


NEBRASKA 


State’s 1971 Environmental Protection Act 
tuled unenforceable, other action (Neb 
SupCt) 38 


NEVADA 


Radioactive materials, regulatory authority 
to be shared by state 135 


NEW HAMPSHIRE 


New England River Basins Commission, 
water management study sponsored 110 


NEW JERSEY 


Environmental Protection Dept. 

—American Cyanamid Co. ordered to stop 
polluting tributary of Arthur Kill 112 

—Enforcement actions 49, 126 

—Flood control contracts announced 165 

—Hearings on ocean dumping regulations 
scheduled 165 

Funds for municipal environmental protec- 
tion commissions, bill signed by Cahill 200 

Industrial wastes, pretreatment standards bill 
signed by Governor 200 

Wetland area regulations adopted by Dept. 
of Environmental Protection 25 


NEW MEXICO 


Environmental Improvement Board hearings 
on proposed air quality legislation regula- 
tions for gasification plants scheduled, pro- 
visions 116 


NEW YORK 


Ballot to include environmental bond issue, 
November 167 

Consolidated Edison Co., failure to install 
smoke monitoring devices, city charges 
112 

Electric power plant siting bill, state board 
to supervise, legislation signed by Governor 
167 7 

Environmental bond issue bill passed by 
legislature 25 

Environmental Conservation Dept. hearings 
on air pollution regulations 51 

Legislation requiring environmental impact 
statements on all projects vetoed by gover- 
nor 78 

Property tax exemption for waste treatment 
facilities installed by industry, bill signed 
203 

Recycling bill signed by governor 203 

Rent controlled buildings, landlords to face 
rent reductions for failure to upgrade in- 
cinerators and fuel burning equipment, 
NYC Environmental Protection Adminis- 
tration 197 

Westchester County charged with being 
major polluter of Hudson River 65 
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NITROGEN AND NITROGEN OXIDES 


Automobile emissions research report, Han- 
sel 102 

Electric power generating facilities emissions, 
regulation adopted by Bay Area Air Pollu- 
tion Control District Board of Directors 21 

Motor vehicles, nitrogen oxides catalysts, re- 
search report 101 

Standards, EPA considering revision of na- 
tional nitrogen dioxide standards, Ludwig 
43; regulation proposal, text 183, 209 

Supersaturation 

—Columbia River reservoirs regulated to re- 
duce effects on juvenile fish 22 


NOISE 


Aircraft noise, abatement approaches, Becker 
Sg, 

Airport noise, national guidelines for maxi- 
mum exposure, EPA to develop, Hinton 
159 

Furniture factory sued by Austin, Tex. resi- 
dents for pollution and noise 183 

Grand Trunk Western Railroad fined for 
noise pollution (Ill CirCt)152 

Highways, rules for federal-aid roads propos- 
ed by FHA 195 

International standards, possibility of de- 
velopment by UN Conference on the 
Human Environment 180 

Jet aircraft noise from National Airport no 
violation of area residents’ constitutional 
tights (DC DC) 126 

Legislation, see LEGISLATION, FEDERAL, 
S 3342 

National Tea Co. fined for violating Chicago 
ordinance 95 

Portable, self-operating noise measuring de- 
vice under development by NRS for HUD 
115 

Product noise, research to determine opti- 
mum levels, necessary considerations, Lin- 
coln 131 

Survey methods for intermediate-sized cities 
to be developed by HUD-Bridgeport, 
Conn. research program 111 

Systems approach to provide planning to 
deal effectively with urban noise, Beland 
159 

Transportation noise, governmental regula- 
tion inevitable, Hillquist 159 

Voluntary standardization of control specifi- 
cations recommended, Knight 159 

Voluntary standards advocated, Willenbrock 
23 


NORTH CAROLINA 


New Hope Lake Project, CA 4 affirms dis- 
trict court’s refusal to enjoin project 6 


O 


OCEANS 


Dumping 

—Legislation to be incorporated into pend- 
ing water pollution control legislation (S 
2770), Zausner 45 

—Regulations, N.J. Environmental Dept. to 
hold hearings 165 

—UN Conference, probable deferment of 
consideration of international convention, 
Ruckelshaus 190 

International law of high seas in the state of 
flux, other topics, International Assn. for 
Pollution Control Conference 70 

Pole-to-pole baseline measurements of atmo- 
spheric ocean pollution, report, White 191 

Research and development, short-term out- 
look bleak, government commentary 69 


ODORS 
See AIR POLLUTION (In General) 


OHIO 


Alloys and Chemicals Corp. of Cleveland, 
“clean up or shut down’ order appealed, 
city’s pollution code arbitrary 198 

Cleveland Board of Building Standards and 
Appeals enforcement actions 49 

Health Dept., freeze on further sewer con- 
nections within Circleville ordered 113 

Health Director, Columbus ordered to clean 
up landfill sites 109 

Wildlife Division, suit against Penn Central 
Railroad for water and land pollution 65 


OIL AND GAS 


Alaskan oil, U.S. not to receive by 1975, 
Morton 164 

Alantic Richfield Co., Bellingham, Wash., air 
and water pollution control equipment in- 
stalled at oil refinery 105 

Discovery rate lagging behind consumption 
tate, Miller 197 

Energy crisis requires alleviation of taxes, 
additional refineries, exploratory drilling, 
Ikard 108 

Gas industry serving inordinate portion of 
total energy demands, McElvenny 197 

Gasoline, see MOTOR VEHICLES 

Government policy changes necessary to in- 
crease gas reserves, Cullender 107 

Heavy fuel oil supplies, February produc- 
tion, Mines Bureau 166 

Imbalance between demand and supply, 
Frazier recommendations 158 

National Gas Survey to be completed mid- 
1973, Nassikas 46; FPC establishment of 
three new task forces 165 

eps spege > se of three new task forces 

Natural gas 

—Deficiency, expert recommendations, Con- 
gressional hearings 192 

— Drilling, increased investment no assurance 
of discoveries, White 158 

Oil spills 

—“Artificial ocean” to be built in N.J. by 
EPA to test cleanup equipment 79 

—Calif. receives fines for Los Angeles Harbor 
pollution 19 

—Oil type most important factor affecting 
impact on environment, Straughan 10 

—Penn Central, charged by Ohio with pollut- 
ing stream and golf course property 65 

—Pennsylvania Environmental Resources 
Dept. suit against National Transit Co., 
Pittsburgh, streams in nine western Penn- 
sylvanian counties polluted 65 

—Weyerhaeuser Co. fined for discharging oil- 
yo sump water into Snohomish River 

Petroleum industries environmental research, 
need to be speeded up, new goals in air 
and water quality 8 

Petroleum refinery, expansion at German 
plant, contract awarded to Combustion 
Engineering, Inc. 77 

Pumping system for standby or emergency 
oil pumping available 136 

Sulfur levels in heavy fuel oils, Mines Bureau 
monthly report 29;203 

Trans-Alaska Pipeline, congressional hearings 
on final environmental impact statement 
called for, Obey (D-Wis) 17; final impact 
statement deemed insufficient by interest 
groups 41; right-of-way permits to be 
granted, Interior Dept. 63; conservationists 
move to enjoin rights-of-way permits 64; 
natural gas companies request to join case 
183; delivery of natural gas to U.S. mar- 
kets not assured by Interior Secretary’s 
approval, Freeman 192 


OPEN BURNING 
See AIR POLLUTION (In General) 
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OREGON 


Navigable waterways as state owned, claim 
settled by consent decree (Ore County- 
CirCt)127 

State regulation of mining activities in wil- 
derness areas, state attorney general’s opin- 
ion 110 

Trojan nuclear power plant, environmenta- 
lists to cease court action seeking halt, 
State Environmental Council agreement 
with Portland General Electric Co. 65 


PACKAGING 
See SOLID WASTES 


PAINT 


See CHEMICALS AND CHEMICAL INDUS- 
TRY 


PAPER 


Consolidated Papers, Inc., six month abate- 
ment deadline imposed by Wisconsin 
Natural Resources Board 20 

Georgia-Pacific Corp., Port Hudson, La., 
bleached kraft pulp mill pollution control 
project, final phase announced 14 

ITT-Rayonier Corp., Fernandina, Fla., sulfite 
pulp mill pollution program underway 14 

Massive pollution and deceptive advertising 
concerning antipollution efforts alleged 
remedial action requested by students, 
petition to FTC 82 

Reclaimed paper processing by Mead Corp., 
Lynchburg, Va. plant, wood pulp produc- 
tion to be phased out, Va. Air Pollution 
Control Board 14 

St. Regis Paper Co., Fla. 

—Air pollution control program announced 
200 

St. Regis Paper Co. Fla. 

—Charged with polluting Eleven Mile Creek 
and Perdido Bay 48 

Telephone books, ecological test to recycle 
78 


PARTICULATE MATTER 


Sam Braen Co., N.J. Dept. of Environmental 
Protection orders cement-dust pollution 
stopped 49 

Smoke suppression technique for horizontal 
flares, rights offered by Eastman Kodak 
Co’s Texas Eastman Div., Longview 14 


PATENTS 


Catalytic converters, GM agrees to provide 
EPA with patent and application informa- 
tion 44 


PENNSYLVANIA 


Coal mines, acid mine drainage cases, citizen 
environmental groups request to intervene 
(Pa SupCt)38 

Environmental Hearing Board ruling allows 
‘use of Dylox against gypsy moth 198 

Environmental Resources Dept. 

—Authority to regulate coal refuse banks 
restricted by state attorney general 138 

—Dredging ban on natural portions of upper 
Allegheny River 22 

—Enforcement actions 5, 19, 49, 152, 162 

—Industrial pollution control plans requested 
136 

he waste permit notices issued, list 
16 

—Industrial waste 
notices issued 198 


treatment program, 


—Notices issued to permit holders announc- 
ing changes in water treatment require- 
ments 11 

—Suit against National Transit Co., Pitts- 
burgh, pipeline inspections and improve- 
ments agreed to 65 

Sewage facilities rules approved by state 
Environmental Quality Board 26 


PESTICIDES 


Control measures recommended by UN Con- 
ference 181 

Controls on use of chemical insecticides and 
broad scale research program recommend- 
ed by scientists, Nongovernmental Environ- 
mental Forum 194 

DDT 

—Banned in U.S. by EPA order, opposing 
views 179 

—EPA Hearings on use, need for continued 
registration 60 

Dicamba, emergency regulations to tighten 
controls adopted by California Agricultural 
Dept. 136 

Guthion, emergency regulations to cancel 
registration adopted by Calif. Agriculture 
Dept. 79 

Gypsy moth problem, use of Dylox allowed 
by Pennsylvania Environmental Hearing 
Board 198 

Hawaii legislature passes bill controlling sale 
and use 20 

Lead arsenate, regulation to cancel use pro- 
posed by Calif. Dept. of Agriculture 25 

Legislation, see LEGISLATION, FEDERAL, 
HR 10729 

Microencapsulated pesticide developed by 
Pennwalt Corp. 200 

Mirex, use against fire ants in Southeastern 
chi conditional approval granted, EPA 
4 

Sevin, Rhode Island plans to spray on gypsy 
moths upheld (RI SuperCt) 152 

Smoke insecticides containing lindane, can- 
cellation by EPA vacated (CA 7) 152 

Wetland area regulations adopted by N.J. 
Dept. of Environmental Protection 25 


PETROLEUM 
See OIL AND GAS 


PLASTICS 
See SOLID WASTE 


POPULATION 


Recommendations by Comm. on Population 
Growth rejected by President 46 


PRESIDENT OF THE UNITED STATES 
See, GENERAL POLICY 


PUBLIC LANDS 
See LAND USE 


PUBLICATIONS 


See also RESEARCH AND DEVELOPMENT 

Acetylene production from coal, engineering 
evaluation of process, OCR 112 

Cattle feedlot operations report, compre- 
hensive guidelines for control and abate- 
ment of pollution, EPA 25 

Coal mining refinery complex combining 
liquid and gas processes, OCR report 138 

Conservation of energy possible through im- 
proved insulation of residences, National 
Mineral Wool Insulation Assn., Inc., 166 
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Cost-benefit information guide for nuclear 
facilities published by AEC 76 

Cost of clean water estimated between 
$24-$27.8 billion by 1976, EPA report 4 

Dams, failure of three West Virginia waste 
dams due to poor construction, ACE re- 
port 133 

Desalination technology, progress in 1971, 

summary report, OSW 79 

Dredging activities and problems of ACE 
GAO report 133 

Eel River Basin erosion report, Geological 
Survey 199 

Electric power transmissions costs cut pos- 
sible, Interior Dept. report 115 

Engineering geologic data applicability to 
community physical environmental hazards 
and problems, HUD-Geological Survey re- 
port 138 

Environmental evaluation system for water 
resource development project, Reclamation 
Bureau 29 

Long Island, N. Y., water supplies need bet- 
x management, Geological Survey Report 


> 


Mercury traces unvaporized in coal fly ash, 
Mines Bureau report 200 

Mines Bureau research report for 1971 167 

Mining and minerals, closing projected gap 
between demand and supply recommended 
by Morton, first annual report to Congress 
under Mining and Minerals Policy Act of 
1970... 24 

Motor vehicles, 1972 prototype emission 
standards, EPA report 195 

NAS offers methodology for establishing in- 
terim emissions standards for 1975 motor 
vehicles, report 7 

OSW, Desalting technology progress report, 
other reports available 29 

Polychlorinated biphenyls (PCBs), EPA re- 
stricts water discharge of industrial ef- 
fluents following report 63 

Solar energy for emerging nations to be 
developed in 10 years, NAS report 23 

Solid waste management report, identifies 
basic system components and functions 
required in residential complexes, HUD 25 

Strip mining produces most coal despite 
environmental impact, Mines Bureau report 
111 

Sulfur levels in heavy fuel oils, Mines Bureau 
monthly report 29 

Transportation, land use, other planning, im- 
provements recommended to improve 
urban living conditions, NAE report 29 

Upper San Joaquin River Basin, Calif., re- 

port on development of water and related 

land resources issued by FPC 110 

Uranium resources adequate to meet project- 
ed nuclear energy demand, NPC report 30 

Water quality, effect of chemicals on aquatic 
organisms, EPA report 70 

Water quality management plans, guidelines 
for state, regional, and local planners re- 
sponsible for preparation provided in Bat- 
telle Laboratories report 127 

Water quality standards, capital outlay re- 
quired by 1976, estimates, EPA report 36 

Water resource potential for new industries 
in Montana and Wyoming, Reclamation 
Bureau report 133 


R 


RADIATION 


Illinois Pollution Control Board yields au- 
thority on radiation issues 48 

Radioactive waste, surface storage facilities 
for solidified high-level wastes, AEC plans 
135 

Radioactive wastes from AEC’s Savannah 
River Plant, safe disposal in bedrock 
beneath plant, NRC report 50 
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RAILROADS 


Citizens suits , 

—Student organization charges ICC with 
NEPA violation, Mlegal railroad rate in- 
creases, discrimination against solid waste 
recycling 5 

Grand Trunk Western Railroad fined for 
noise pollution (Ill CirCt) 152 . 

Penn Central, sued for oil spills by Ohio 65 


RECLAMATION 


Environmental evaluation information sys- 
tem for water resource development pro- 
ject, Reclamation Bureau report 29 

Strip mined land reclaimed by coal industry, 
NCA 199 


RECORDS AND REPORTS 


Air pollution exposure standards, rationale 
recommended, NAS-NRC report 132 

EPA manpower, funds insufficient to insure 
auto manufacturer’s compliance, GAO re- 
port 185 

Federal agencies not in compliance with 
NEPA, GAO report 91 

Heavy fuel oil supplies, February produc- 
tion, Mines Bureau 166 

Sulfur levels in heavy fuel oils, Mines Bu- 
reau, March report 203 

Water supply, supplemental municipal and 
industrial, Hays, Kansas, feasibility report 
on multipurpose unit approved by Morton 
166 

World Environmental Quality Index, list of 
major problems issued by National Wildlife 
Federation 194 


RECREATION 


Big Sky recreation complex, Mont., two 
environmetal suits filed against 64 

Jekyll Island’s Sea Circus Oceanarium to 
build own waste water facilities, Ga. 
Natural Resources Dept. order 163 

Kirkwood Meadows ski resort, restraining 
order to halt construction (DC Calif) 94 

Marina developers, Clean Lake, Calif., sued 
by property owners for pollution 183 

Mineral King Valley, Disney resort, Sierra 
Club’s motion to amend complaint seeking 
to halt construction 151 

Public access required to federally funded 
lakes, SCS agrees, Reuss (D-Wis) 24 

Voyageurs National Park, Minn., 22-year 
forest management program concluded by 
Boise Cascade Corp. in anticipation of 
park establishment 136 


RESEARCH AND DEVELOPMENT 


See also specific subject heads; GOVERN- 
MENT PROCUREMENT 

Acoustic echo sounder to absorb and fore- 
cast air pollution conditions, NOAA te- 
search 205 

Agricultural forestry objectives defined by 
EPA/USDA committee 109 

Air pollution, least-cost control strategy in- 
vestigation urged, EPA 130 

Air pollution monitoring system for Penn- 
sylvania being developed by General Elec- 
tric Co., Reentry and Environmental 
Systems Div. 104 

Asbestos air pollution, extent, persistence 
and effects NIH grant awarded 166 

Californium-252 demonstration center to be 
established 202 

Cardiorespiratory performance and environ- 
mental factors, NIH grant awarded 166 

Cloud-seeding research, Reclamation Bureau 
to assist S.S. Weather Control Commission 
16 
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Cyprus Mines Corp., Los Angeles, $9 million 
plant demonstrating feasibility of pollu- 
ipa process for copper concentrates 

Desalination of agricultural waste water in 
San Joaquin Valley, OSW/Calif. test pro- 
gram 199 

Energy, consolidated programs recommended 
by Administration 130 

Environmental studies announced by West- 
ern Energy Supply and Transmission 
Assoc. 105 

EPA activities, list, Greenfield 130 

Eutorphication in lakes and impoundments, 
army aircraft to be used by EPA in study 
81 

Experimental air pollution abatement plant 
to be built by Indianapolis Power and 
Light Co. and Monsanto Enviro-Chem 
Systems, Inc. 15 

Food and fiber needs, nation’s ability to 
satisfy through available land and water 
resources, study, lowa State Univ., NTIS 
73 

Gas chromatographic studies 
ocean acts as major natural 
carbon monoxide, NRL 21 

Grants, see also FINANCING, FEDERAL 

Heavy metals and metal complexes, fate in 
soils and plants, NIH grant awarded 166 

Incinerator research needed to reduce envi- 
ronmental impact, Oyster 157 

Insulation of residences, conservation of en- 
ergy possible, National Mineral Wool In- 
sulation Assn., Inc. 166 

International research responsibility to be 
assigned by UN Conference on the Human 
Environment 180 

Lipids, interaction with specific air pol- 
lutants, NIH research grant 166 

Magnetohydrodynamic generators solution to 
thermal pollution, other advantages, Avco 
Everett Research Lab. 22 

Metallurgy Research Center to present re- 
view of research, Mines Bureau 27 

Mines Bureau, research report for 1971... 
167 

Mobile unit capable of recycling raw sewage, 
demonstration, World Environmental 
Systems, Inc. 77 

Nitrilotriacetic acid (NTA) toxicity study, 
findings, HEW 45 

Noise survey methods for intermediate-sized 
cities to be developed by HUD-Conn. re- 
search program 111 

—Nontoxic biodegradable chemicals to aid in 
oil spill retrieval, NRL 21 

Nonurban water quality improvement pro- 
ject, EPA sponsored study 111 

NTIS 

—Reports available, list 48, 73 

Oceanography, short term outlook bleak, 
government commentary 69 

—QOdor psychophysics, intensity, adaptation, 
oe making, study, NIH grant awarded 
1 

Oil fired residential heating unit emissions, 
API reduction study 108 

Oil spill cleanup, “artificial ocean” to be 
built by EPA to test cleanup equipment 
79 

—Oil spill mapping technique development 
NRL 21 

Packaging materials, measuring effects on 
environment, Midwest Research Institute, 
Inc. 78 

Paint industry, toxicity of industrial metal 
compounds research to be sponsored by 
National Paint and Coatings Assn. 105 

Pest control agent, new microencapsulated 
form developed by Pennwalt Corp. 200 

Petroleum industry needs to speed up en- 
vironmental research, new goals for air and 
water quality 8 

Petroleum refinery, contract to design, engi- 
neer, procure equipment and construct ex- 
pansion of German plant, awarded to 
Combustion Engineering, Inc. 77 


show that 
source of 


Portable, self-operating noise measuring de- 
ye under development by NRS for HUD 
11 

Radioactive waste, surface storage facilities 
for solidified waste, AEC plans 135 

Solar energy, establishment of task force to 
promote long range supplies of power an- 
nounced by Miller (D-Calif) 130 

Soviet Union/U. S. science agreement signed, 
David comments 132 . 

SSIE 

—Environmental research overview available 
48 

Sulfur oxide removal from coal and oil 
burning power plants, test project to be 
conducted by North American Rockwell 
Corp., and others 104 


RHODE ISLAND 


Pesticides, use of Sevin for gypsy moth 
control upheld (RI SuperCt) 152 


RIVER BASINS 


Delaware River Basin 

—Commission 

——Fees for water resources project reviews 

proposed 23 

——Resolutions adopted, provisions 41 

—Pa. Dept. of Environmental Resources, no- 
tices issued to permit holders announcing 
changes in water treatment requirements 
113 

Eel River Basin, Calif., erosion report, Geo- 
logical Survey 199 

International Commissions, creation recom- 
mended by UN Conference 181 

New England River Basins Commission, 
water management study sponsored, 
Maine, New Hampshire, Vermont 110 

Oklawaha River Basin, CEQ/AEC recommen- 
dations following hearings 115 

Passaic River basin, New Jersey Environ- 
mental Protection Dept. announces flood 
control contracts 165 

Tennessee Water Quality Control Board ap- 
proves resolutions classifying streams in 
five river basins 22 

Upper San Joaquin River Basin, Calif., re- 
port on development of water and related 
land resources issued by FPC 110 


RIVERS 
See LAKES AND RIVERS 


RURAL AFFAIRS 


FHA rules for environmental impact state- 
ments issued 71 ; 


Ss 


SALINE WATER 


Agricultural waste water desalination, San 
Joaquin Valley, Calif. 199 

Desalination technology, progress in 1971, 
summary report, OSW 79 

Desalting technology progress report, OSW, 
other reports available 29 


SAMOA 
See AMERICAN SAMOA 


SEWAGE TREATMENT 


Bucks County Water and Sewer Authority, 
Pa., denied permission to extend inter- 
ceptor lines into Plumstead Township 163 

California, Mount Shasta ordered to improve 
treatment facilities 109 


INDEX—SUMMARY — REPORTS 1 through 7 


SEWAGE TREATMENT-Contd. 


Connection ban imposed against Mattoon, 
Ill., lifted by State Pollution Control 
Board 198 

Construction costs index up over 12 percent 
in one year 28; rise of over 11 percent in 
one year, EPA index, April 138 

Federal grants, see FINANCING, FEDERAL 

Fluidized bed reactors, emissions, Fife 98 

Freeze on further sewer connections within 
Circleville ordered, Ohio Health Dept. 113 

Pennsylvania Environmental Quality Board 
approval of sewage facilities rules 26 

Research, see RESEARCH AND DEVELOP- 
MENT 

Reverse osmosis water treatment plants, new 
line announced by Ajax International 
Corp., Calif. 201 

Turn-key proposal supported by Jensen 193 

Willoughby, Ohio restrained from allowing 
additional sewer connections 153 


SHIPS AND BOATS 


Michigan Watercraft Pollution Control Act 
of 1970, Great Lakes Shipping cos. chal- 
lenge, Michigan court’s refusal to hear up- 
held (US SupCt) 126 

Pollution, elimination by mid-1970s recom- 
mended by UN Conference on the Human 
Environment 191 

Portable oil pumping system for standby or 
emergency pumping available 136 


SOLID WASTE 


Cattle feedlot operations report, comprehen- 
sive guidelines for control and abatement 
of pollution, EPA 25; process to solve 
pollution problems announced, Turk 136 

Citizens’ suits 

—Student organization charges ICC with 
NEPA violation, illegal railroad rate in- 
crease, discrimination against solid waste 
recycling $5 

Collection safety training course scheduled, 
participating agencies 80 

Columbus, Ohio ordered to clean up landfill 
sites 109 

Cubettes as steam generation fuel, Hollander 
157 

Dumping at Croton Point site to be termi- 
nated, destruction of streams, marshes 
charged 65 

Electric power generating fuel, St. Louis 
refuse experiment, Sutterfield 157 

Incinerators, see INCINERATORS 

Junk cars, Highway Beautification Commis- 
sion hearings on waste management prob- 
lems 161 

Landfill operations 

—Struthers Excavating, Inc., criminal charges 
for illegal trash and debris discharged into 
man-made lake (DC Fla) 95 

—Termination of operations ordered by 
Texas Water Quality Board 110 

Management report, HUD, identifies basic 
system components and functions required 
in residential complexes 25 

Packaging materials, measuring effects on 
environment, Midwest Research Institute, 
Inc. 78 

Paper, see PAPER 


Plastics 

—Incineration, high-heat value improves 
combustion, decreases smoke emission, 
Kaiser 157 


—Recycling technology for “ecologically in- 
destructible” plastic developed by Mines 
Bureau 23 

Ploss Industries, Galveston, Tex., injunction 
for violation of several state environmental 
control acts (Tex DistCt) 39 

Pyrolysis, solid waste treatment research 97 

Radioactive wastes, see RADIATION 

Recovery concepts, AIChE conference 98 


Recycling 

— Agricultural wastes, recommendations by 
UN Conference 181 

—New York bill signed by governor 203 

—Plastics, technology for “indestructible” 
plastics developed by Mines Bureau 23 

Refuse incineration/steam generation plant 
to be built in Saugus, Mass., solid waste- 
to-steam recycling system 135 

Sanitary landfill guidelines and plans for 
disposal of hazardous materials to be is- 
sued, EPA 28 

Texas waste collection co.’s application for 
dumping site near Austin withdrawn 163 

Thermal oxidation, environmental impact, 
Cantrell 98 

Wet air oxidation, feasibility, environmental 
impact, Pradt 98 

Wetland area regulations adopted by N.J. 
Dept. of Environmental Protection 25 


SOUTH CAROLINA 


Pollution Control Authority, reclassification 
of 230 streams and stream segments 22; 
adoption of water use classifications, list 
of streams 138 


SOUTH DAKOTA 


Weather Control Commission, Reclamation 
Bureau to cooperate in cloud-seeding re- 
search 16 


SPACE 


Earth Resources Technology Satellites to 
collect world environmental data 182 


STATES (In General) 


Hydrocarbon standards for three states pro- 
posed by EPA, text 184, 209 

Source performance standards, authority to 
govern to be offered to state, EPA 3 

Southeastern states, mirex use against fire 
ants, conditional approval granted, EPA 47 

Southwestern states, dry conditions cause 
declining surface water supply sources, 
Geological Survey 206 

State plans 

—Air quality standards, 18 states granted 
extensions by EPA 123; regulations to 
establish for 25 states proposed by EPA 
183 

—Implementation plans allowing degradation 
of existing air quality, EPA approval en- 
joined (DC DC) 123; review of EPA ap- 
proval sought by Natural Resources De- 
fense Council in suit 182 

—Regulations approving implementation 
plans meeting national ambient air quality 
standards adopted, EPA 123, text 139 


STEEL INDUSTRY 


Granite City Steel Co., agreement with III. 
Pollution Control Board to cut air pollu- 
tion emissions 20 

U.S. Steel Corp. 

—Air pollution control deadline set (Ind 
SupCt) 95 

—Fine for oil discharge into Monongahela 
River 162 

—Fined for pollution of Grand Calumet 
River (DC Ind) 183 

—Pollution abatement agreement reached 
with N.Y. attorney general’s office 6 


SULFUR AND SULFUR OXIDES 


Allied Chemical Corp. issued 30-day notice 
by EPA for violation of emissions stand- 
ards 129 


(ENR) 13 


Chevrolet manufacturing plants to install in- 
eT control systems in Parma, Ohio 

Cleveland utility ordered to comply with 
city’s air pollution code 49 

Construction costs for power plant contain- 
ing citrate absorption system for sulfur 
dioxide removal from flue gas estimated, 
Katell 108 

Delmarva Power and Light Co., return to 
burning high sulfur fuel 64 

Flue gas cleaning required to meet stationary 
standards by 1976, Craig 98 

Heavy fuel oils, sulfur levels, Mines Bureau, 
March report 203 

Kennecott Copper Co., Nev., sulfur emis- 
sions control program 201 

Magma Copper Co., Ariz., to install sulfuric 
acid plant as sulfur dioxide emissions con- 
trol measure 201 

Removal from coal and oil burning electric 
power plants, test project 104 

Standards, EPA considering revision of na- 
tional sulfur dioxide standards, Ludwig 43; 
Ruckelshaus 68 

Tax on sulfur emissions recommended by 
Heller, other economists 104 


SUPREME COURT OF THE UNITED 
STATES 


Decisions 

—Great Lakes shipping companies’ challenge 
of Michigan’s Watercraft Pollution Control 
Act of 1970, Michigan court’s refusal to 
hear upheld 126 

Review denied 

—Constitutionality of Mining Act of 1872, 
dismissal of suit 66 

—Highway funding suit, Tex. 65 

Review granted 

—Funding of road through national forest, 
validity of grant 95 

Review requested 

—Highway funding suit 38 


SYNTHETICS 


See CHEMICALS AND CHEMICAL INDUS- 
TRY 


T 


TAXES 


Exemptions for waste treatment facilities 
a by industries, N.Y. bill signed 
0 

Legislation, see LEGISLATION, FEDERAL 
HR 13720 

Sulfur emissions, tax recommended by Hel- 
ler 104 


TENNESSEE 


Nashville contractor indicted for violation of 
state air pollution control laws, open burn- 
ing 127 

TVA, miminum environmental costs estimat- 
ed at $75 million yearly, Wagner 46 

Water Quality Control Board approves reso- 
lutions classifying streams in five river 
basins 22 


TEXAS 


Water Quality Board, termination of landfill 
operations by Industrial Waste Materials 
Management, Inc., ordered 110 


14 (ENR) 


THERMAL POLLUTION 


Utilities granted temporary exemption from 
thermal standards -by Illinois Pollution 
Control Board 20 


TOXIC SUBSTANCES 


See CHEMICALS AND CHEMICAL _IN- 
DUSTRY 


TRAINING PROGRAMS 


Solid waste collection safety training course 
scheduled, cooperating agencies 80 

Tuition fees for EPA training courses estab- 
lished 162 


TRANSPORTATION 


Hawaii legislation creates transportation con- 
trol commission, provisions 168 

Mass transit no solution to automotive air 
pollution problem, alternative 131 

Public transportation, new concepts, de- 
velopment and application necessary to 
fulfill urban demands, Ford 130 


U 


URBAN AFFAIRS (In General) 


Public housing, scattered site, Chicago in- 
terest groups file suit to enjoin pending 
environmental impact statement 65 

Transportation, land use, other planning, im- 
provements recommended to _ improve 
urban living conditions 29 


UTAH 


Air Conservation Committee enforcement 
actions 20 


UTILITIES 


See also ELECTRIC POWER 

Carolina Power and Light Co., $100 million 
committed for environmental protection 
facilities 105 

Electric utility industry, adequately financed 
research program overdue, Swidler 197 

Experimental air pollution abatement plant 
to be built by Indianapolis Power and 
Light Co. and Monsanto Enviro-Chem 
Systems, Inc. 15 

Long Island Lighting Co., comprehensive sur- 
vey of air quality on Long Island issued, 
results 105 

Portland General Electric Co., Ore., agree- 
ment with State Environmental Council, 
environmentalists to cease court action 
seeking halt of Trojan nuclear power plant 
construction 65 

Temporary exemption granted to two II- 
linois utilities to-exceed Mississippi River 
thermal standards 20 


V 


VERMONT 


New England River Basins Commission, 
water management study sponsored 110 


VIRGINIA 


Air Pollution Control Board 

—Hearing on proposed control regulations, 
aspects 21 

—Wood pulp to be phased out of reclaimed 
paper processing, Mead Corp. 14 
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Ww 


WASHINGTON 


Puget Sound Air Pollution Control Agency, 
enforcement actions 113 


WATER 


See following heads: 

—CONTINENTAL SHELF 

— DREDGING 

—LAKES AND RIVERS 

— OCEANS 

—RIVER BASINS 

—SALINE WATER 

—SEWAGE TREATMENT 

—SHIPS AND BOATS 

—WATER POLLUTION (In General) 
—WATER QUALITY AND STANDARDS 
—WATER RESOURCES AND SUPPLIES 


WATER POLLUTION (In General) 


See also CONTINENTAL SHELF; LAKES 
AND _ RIVERS; OCEANS; RIVER 
BASINS; SEWAGE TREATMENT 

Clean water campaign in Wisconsin announc- 
ed by Lever Brothers Co. 201 

Common law to be invoked as enforcement 
tool, Justice Dept., Kiechel 96 

Industrial pollution control plans requested 
by Pennsylvania Environmental Dept. 136 

Legislation, see LEGISLATION, FEDERAL, 
S 2770 

New control law called for, Quarles 44 

Nitrogen Supersaturation, see NITROGEN 

Oil spill cleanup, “‘artificial ocean” to be 
built by EPA to test cleanup equipment 
79 

Permit conditions compatible with pending 
legislation to be designed by EPA 149 

Permits 

—ACE issuing nine, limitations development 
program for industrial effluents continuing 
12 


—Conviction of Pennsylvania Industrial 
Chemical Corp. for waste discharge re- 
versed, lack of permit system (CA 3) 151 

—Exemption from NEPA proposal, see LEG- 
ISLATION, FEDERAL, HR 14103 

—NEPA exemption for Corps permits urged 
by Quarles 10 


WATER QUALITY AND STANDARDS 


Capital outlay required by 1976, estimates, 

EPA report 36 

Chemical effects on fish and other wildlife, 
EPA report 70 

Cost of clean water estimated between 
$24-$27.8 billion by 1976, EPA report 4 

Demineralization, production of potable 
water from mine drainage and pregnated 
raw water 154 

Electrodialysis water system, treatment and 
maintenance factors 154 

EPA notices issued to four Idaho cities, 
noncompliance with standards, Region 10 
nie LOS 

Grants, see FINANCING, FEDERAL 

Great Lakes Water Quality Board, co-chair- 
men named 167 

Management plan guidelines for state, region- 
al, and local planners provided in Battelle 
Laboratories report 127 

Nonurban improvement ' project, 
sponsored study 111 

Permasep reverse osmosis plant, progress re- 
port, Moore 153 


EPA- 


Pueblo, Colo., municipal water supply fails 
to meet interstate carrier standards, pro- 
visional approval 27 

Recommendations on water quality adopted 
by UN Conference 180 


WATER RESOURCES AND SUPPLIES 


See also LAKES AND RIVERS; RIVER 
BASINS 

Dams 

—Cossatot River, Ark., 
ban lifted (DC Ark) 64 

—Nimbus Dam, Calif., minimum flow re- 
quirements for American River below dam, 
petitions for reconsideration denied, State 
Water Resources Control Board 197 

—Pine River dam construction, state ap- 
proval ruled unconstitutional (Mich 
County CirCt) 183 

—Tocks Island, Delaware River Basin Comm. 
delays action on resolutions 41 

Delaware River Basin Comm. proposes fees 
for water resources project reviews 23 

Drinking water, EPA should be allowed to 
set standards, Fri 189 

Engineers’ role in environmentalism, water 
works industry, Bacon 154 

Environmental evaluation information sys- 
tem for water resource development pro- 
ject, Reclamation Bureau report 29 

EPA’s drinking water advisory group, meet- 
ing on standard revisions scheduled 40 

Establishment of Water Resources Council 
to produce national planning policy recom- 
mended, Banks 193 

Impact evaluation sytem test, Reclamation 
Bureau 205 

Long Island, N.Y. supplies need better 
management, Geological Survey Report 28 

Management assistance by UN recommended 
by UN Conference on the Human Environ- 
ment 181 

Modification of operational methods of 
water works industry urged, Seeger 153 

Montana and Wyoming potential resources 
for new industries, Reclamation Bureau 
report 133 

New Hope Lake Project, N.C., CA 4 affirms 
district court’s refusal to enjoin project 6 

Renovated waste water not endorsed by 
EPA as potable 153 

Supplemental municipal and industrial water 
supply for Hays, Kansas, feasibility report 
on multipurpose unit approved by Morton 
166 

Surface water supply sources, decline due to 
dry conditions in Southwest, Geological 
Survey 206 

Upper San Joaquin River Basin, Calif., re- 
port on development of water and related 
land resources issued by FPC 110 


dam construction 


WEATHER 


Cloud formation, precipitation require air 
pollution or other atmospheric _ par- 
ticulates, Sartor 21 

Cloud-seeding research, Reclamation Bureau 
to assist Weather Control Commission 16 

Global atmospheric monitoring proposed by 
UN Conference, WMO to carry out 191 : 

Precipitation management program to permit 
optimum recycling of moisture, Reclama- 
tion Bureau 154 


WEST VIRGINIA 


1971 strip mining law, state Reclamation 
Comm. enjoined from enforcement (WVa 
CirCt) 183 

Waste dam failure due to Fons construction, 
operation, ACE report 133 


(ENR) 15 


INDEX—SUMMARY — REPORTS 1 through 7 


Natural Resources Board enforcement 
actions 20 

Scott Paper Co., Oconto Falls, Wis., dis- 
charges into Oconto River cause fish kill 5 


WISCONSIN 

Dumping of untreated wastes into Lake 
Michigan, Illinois suit against Wisconsin 
cities 151 

Milwaukee Sewerage Commission charged 
with violating special order of Dept. of 
Natural Resources, raw sewage pollution 5 


WILDERNESS AREAS 


State regulation of mining activities in wil- 
derness areas, Oregon attorney general’s 
opinion 110 


WYOMING 


Water resources potential for new industries, 
Reclamation Bureau Report 133 


WILDLIFE 
See FISH AND WILDLIFE 
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